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it» To the Rig he "RR 


his ſingular good LAY Gilbert Earle of 
; Baron Talbor, Lord Comin of 

- Valowes, and Montchency, Lord 
Strange of Bund afhfiorlbviayUcfeſicn; 


Furniuall, Verdon, and Louetoft, Knaght and 


companion of the moſt 
Garter, and one of 
moſt honorable 


24 poor natura 
7 |} ucry Fa and arrtificer, 
that be his worke neuer ſo 


de and homely, 


— — Ae vaniſh, and 
bur ſeeing that iris the beſt that. REES can 


wor 


order of the 
peat 


we Counſel : © 
many ioful and happy yeeres, * 
with all increaſe of 


ropertie (Right Hos 


my fi ok ngular good 
giuen to c- 


ct would 


is labour 


periſh : 


orme, he defircth the ſame as long as way be, 


ro remayne and continue v 


the carth. This 


cauſe makerh alſo many to beſo forward 10 publi- 
ſhing their writings 1n x ring thay 4h they chem-, 


» ſelacs are taken away by 
there way ſtill remaine ſome 
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y their ad ; 


record, and 
remembrance of the workemen, Buethe c eſpecial 
cauſe which hach mooued me at this time to ſer 


foorth © 


The Epitle Dedicatory. 

Foorth theſe my two bookes of Phlebotomy,is,the 
fincere affeRion and deſire that I have to bring 
ſome ſupply and helpe (if I can) ynto two very 
great wants and abules, _ I dayly ma__ 
ro be now too-common. and grafſant in fundrie 
corners of this realme, For firſt, although in Ci- 
rics, as princpallic in the famous Citie of Lon- 
don, the people -enioy a great b of God, 
in hauing ſo many KVORes up rr mer nog 
and Chir 

that at all times —_ _— able and oy wh 
ro aduiſc, and the other alſo as willing and ſfuffi- 
cient to lend a helping hand: yer in Countrie 
tones, there are many nowadayes. which doe 
praftize the opening ofo (almoſt in cuery 
other _ one) and moſt of them neither haue 
any. learned counſaile to dureRt them, neither are 
of rhemſclues ſufficiently inſtructed i in the mat- 
ter which they cake in hand: ma- 
ny of them do meane well, and intend all for the 
beſt,yerin the ex tothe harme of their pa» 
tients,aridalfo to their owne griefe,there often in- 
ſueth more hurt and danger,then cafe and ſuccour. 
And voanigaky | 1341 ae bea there ichfanny 
detrimenrs and hinderances to mans health, to 
wit, the wilfull remeritic obs raſhnefle of WY 
 1guorant people, which for eucry ſmall imp 
ment haue recourſe preſently to lerring of blou 

and by their ynaduiled importunitic do ger: 


wardthie C an,and cyen greedily draw y 
OM | OR os 
whic 


not againe ſo cafil be 
— and Tek For alcliough on an 


ſide 
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; The Epiitle Dedicatory. 
fide == = moſt Fr which redound 
by Phl _— ly &dulyadminiſtred, 
for thereby inde ebay doth cometo a 


wt or 
a@n—__—_ + &naturall heate 
eqoebag+ eng 
= Ss uick & ready to execute 
—_— n——_ ah wo to So what is 
uiſite, and eo vnproficable, flowing 
humour Tr cher drannback) or remedies 
om an or elſc are 
diſpatched and vtterly auoy ded, narrow and ob- 
ſtructed p ems -are ods and _— very 
enthelp 1s brought chereby to ma =__ 
_ A fles! : Yer'on the other Gde;p 


rh excenſion are 


_ "are the harmes which 'may enſue” by letting of 


bloud, if the ſame be raſhly and wh rum. Fo 7 
att » the ſpirits and bloud are ſpent and wa- 
ſted , the naturall heate is pluckt away and dif- 
perſed, the principall parts are made ouercold, 
and veeerly eden. up » Old age is haſtened 
on, and made ſubie@ropa 4 owt. dro 
fies, and cachexies w_ ha many (the 
bridle of choler being taken away) do i in a mo- 
menefall into moſt faint Jaundiſes, many haue 
the onehalfe of their hearing and' ſight dimini- 
ſhed,/and' the one arme and the one ſide vrcerly 
weakened, and many alſo are to an vii» 
recoucrable deſtruion of their and life, 
To redrefle in ſome pare theſe moſt perillous 
incidents, I haue col out of the moſt fa- 
mous Phiſitions both  auncient and moderne 
_ diſcourſc of Phlcbotomy,which although it be 
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Trincanel 
mm explan, 
bib.r. de arte 
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IEEE Þ& crrating ad 


Glauconem, 
Alex. Meſſar. 
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The Epitle Dedicatory, 
penned (as commonly Phifick rreatiſcs are) in 
plaine and familiar words, moſt fit for them to 
whome 1t 1s principally direed ; yet becauſe it 
conmprehendeth the handling of one of the grea- 
teſt remedies; of corporall grictes, as a Tearned 
Piyficzon commenting vpon Galen ad Glauconem 
doth write, Venus ſettio in magnis remed;s 1b onmi- 
bus medics ſemper habita eft . And Meſſaria, the 
chiete DoGtor and profefior.of Padxa, in a treatiſe 
of Phlebotomy, dedicated to Contarenus aworthy 
Scnatour of /enice, faych, medica remedia 
nwnllum [inguinss miſſione nobiluts , nullum preftan- 
8 nullum tating, and +, thee gene 
preſentaneum vite be 
hers allo that amongſt had am and char- 
ges which clacte peeres and goucrnours do beare- 
n common wealths, this ſeemeth not co be the 
leaſt, which copcerneth ſo-neerely the health, the 
firength, andeuen the life it ſelfe of lo large a part 
of the inferior commons, 1 haue therefore aduen- 
tured molt humbly here topreſene and offer this 
my feſt pare of the great Phifick remedies vnto 
your Honours patronage, and fauourable pro- 
reQtion, not doubting but that according to your 
Lord(hips accuſtomed clemencie you will youch- 
lafe _ thereof, not wines r ng the 
poore gift, as the heart giuer, and ac- 
cording to tek rs cron vntothe cruth, 
and to the generall good of the commons, your 
Honor will haue greater regard vnto the graue 
auRorities of the auRors cut of whome thele ob- 
ſeruations are colleed, then ynro thie' 


phraſc and plaine method of the obſcruerand 
| | lector 


The Epiite Dedieatory. 
leforthereof. The ecernal{ God, who > 76-0 
pon ou LO. all thoſe es of honour 
vnto which Your-noble Pr, 
heretofore bin-moſt worthily. 
vneo your Lordſhip with the like good 
as they in former times haue done, many proſpe- 


eares happily to in to y I 
iereaſe of honour and nd oth {4 andy / 


high fauour of owmelty grattous Soucraigne, and 


—  prperull both wore in this world with 
affetion of the whole .. 
Commons, and alſofor eur with the 
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wore general! benefit of my 
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moſt excellent and princ 
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To the Reader. 

|  thebeſt and\moſt familiar iuice inmanisbloud. 
I hane therefore thought good m my methode of de- 
tlaring how we muſt deale' with theſe ſenerall h#- 
monrs , to. follow the example of druers learned men FuclſInitit, | 
_ — pr omar ar "—_ rigs e | ail 

» 164, ; 

A oe apa noe a7 
chiefeft among?t the kinds of enacuations, but alſo 
amongit all other corporall beips or ny 


qo dis fences towit 
Theſe 1a Wa, are Tr 


" The firſt books ſhewing nh Phlebotomy ts, and 
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fate Tiers Par, hk oharny , ag F 


The fret, ay CA ran 
fies, ind , plenriſies, i 


offpradodidingd the Woe is to be takgn for 
ro ray i the of Hippocra- 
= TSS {4 GH an 
Tis nh nf ot br bop 
caſes, as cramps, apoplextes, 

Ha ny rhe fe vſed pads panes 09-4: 
colicks, and dropfies. © 

Themninth, \ aL ran 
bn nd regen any benefit 


wen nc wire bloud: be « xpedient 
fo wch as hane boat liners OI pres, 4s al- 
ſack a5 haxe itches and ſcabbes, ard ſuch other 
s of the chinne. Further, whether itbe fit for the 
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* the cachexia, or bad babit of body: : and finally, what 
and had many dre the drifts and ſcopes in letting f 
bload, . 


The ſecond books , "0 EW 
fanceswhich are ta be ob when for the prenen- 
ting or args 2ef f adiſea Os ov ptnn 


conteyneth hkewiſe ten 
The firſt, whether the party that is to be let bloud 


baze truly that dritented plenitude 
Phiſtions co 


The rn Fes of che ner 
t 
ture of the party,what it is by manner of diet, or by ex- 


mn aac" harw 3 2 ah ſpouſes, or by habit, 


_o——_ hint band ob 
| 9. XY, * ins, and ſlot the 


NO dove [7 
ET 6, 


wether ſide the wayne is to be 
0a TIT prenent diſeaſes, or to 4- 
#ozd or derine their matter, <Gnonones 
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taken with the Ls = 
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ſelfe, as in common to his good friend: . If any ds 
" tbake eerie be b «Dew, I pray tim that 


me licence to compare ſmall enterpri- 
Foes EE =D, 
er to buy ation that example 
was learned in all-the wiſedome of AfTl-7.22. 


the Egyptians thve ( Anguline dt expend LE. 
Atty cap.zs. 


Came ty come meine 5. Glow | 


and grane. 2 
_ LAG big rap Nonac ”—— 
Mar 51 acendetibes cum me- = 
| decina? = cum lteeg og mem; Ho0 Ficinus | 
| makgth an apologie for , prooung <4” 
Angqa/iues quondam xl wooeey 23 "ap pear er «< 

cr & aitronomos.. He adderh - raveofn de ferent 
ſanc Chaldzocum, P rum ſanitate ten = 
teſtantur da. 


Marſil, Fici- * 


To the Reader, 
teſtantur hiſtoriz. Ad nullum preteres magis 
quam ad pum facerdotem pertitere fi 
eharicatis officia, He c fficium vere prx- 
ſtantiflimum eſt procul dubio, & maxime neceſ- 
farium , & inprimgs ab hominibus exoprarum, 
efficere' videlicer vt fit mens ſana in corpore fano, 

id autem tum demum preftare poſſumus i con- 

imusfacerdotio medicinam. 

Now if there be any that ſyall St ay 
that I do ſo often alleage the teftimonies of Fernc- 

hus, Fuc hos, Montanus, ard'orbers ( a ve 
much vpeu them) and yet do in ſome poyms 4 little diſe' 
Seoowahecs (wee certified, that I baue 


GN oe. drnrachy harman 
ling that ſitions are termined 
re Fra olepunorrra ; 


friftrated of their 
awe prayſe and glory. But i others in ſome doubts 
hauc found our more then they, then do 1 


. liberty a4 neere as [ can to make of the ſounde 
and in rheſe Binwatne WAFOY ts as the Poet ſpea- 


keth 

Nall CG inrarein verba magiſtri, - 
Where Galen doth well, I muſt needs pine him his 
duc commendations, and enen admire E rw 
gifts of natwre which God beftowed wpon him , but 


where he » (as he doth ſametimes.) at Chrifti- 
anitie, arll abhorre his blafShemiee, 
* and pps Arne ch an x franeer, to whome 


only it 15 kyowhe, e his death þrs 
beart were better bi, brewed wie ſome beames of 
—— of his grace : goods Hard excellent 
Greeke and Latin Phyſarions (4pon whoſe auftorities 


and the reaſons delinered by them theſe OE 


Lo 


ne nh 
are orounded) [bane not ſet t in the 
ri Ares the firſt auttors, e my ans = 
as neere 4s [ could, toreduce the whole matter into 4 
briefe and compendious treatiſe : but I hane both faith- 


r Verbatim tranſlated them, and alſo in 5 
| c/o rn of thei -— 98.5 


cluſions by a ſenerall print to be antly difting1i- 
ſhed, inely to be diſcerned. By which diitinit 
forme of charatter, as alſo by the bookes and diſcour- 
ſes cited in the margent , it may enidently appeere, 
that howſoener (to put ſome difference betwixt rhis 

labour and an = engliſh Phlebotomy heretofore 


matter as of my ſelfe , but am very deſirous that the 
lowing reader ſhould be ſatisfied with the indgements 
of rboſe worthie and famous writers, whoſe counſailes 
and aduiſes cannot ( {hope ) but be we/come wn- 
to them,which with modeſt and well affec- 
ted mindes ſhall deſire to imbrace 


the truth. 
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3 230 0-34 The firſt Chapter. | 


What Phlebet + and of the foure diſtin! 2 
p-/poop rt ay — 


Hlebotomy 1s the letting out 
mt of bloud by the opening of a 
Wi vayne, for the preventing or. 
ring of fome griefe or in- 
nite,” I cake m this place 
dp CONC le and 
EEGYLDY pure of ir ſelf, but 25it itming- 
led with velicy She, 6 "wit, fleame, hols, 
melancholy, *an& the tenne \ſernmm\, which all (as 4 
Feynelius ſhew&h)' as they are conteined together Ferne! method 
inthe vaynes, are by one*word* vſually called by mederd: (5b. 
the name of bloud. And although ir Rill fall our © ©3- 
that other hamours arc _ by Phleboromy cua- | 
cuatedout of the whole body, yer(as Fachſius doth Fuct{.11ſit, 
1 vuc of Galen ) it is che jt of (19.2. 
diſcaſes, which of the ranknes of bloud haue 
taken'their originall, There are foure ſcuer{ll 
andyfes of letting of bloud, The firſt is cal- 
Jedubarit, exacuatio : The ſecond is called 9:24, and Montanu im 
'of Momanui exertatio : The third dviiararic, revnl- Pecne wk | 
fo ;Thetfourth :=:26n-75, derinatio, The firtt, which {ESaney 
MO Sf 9gt B is | 
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: 4þ.1, 


W574 ontanns 
medicine 
nine ſalls 
part.3, 


Hippoer. 
1,Apb.1, 


Gal.l:br.z. 


p ae (ajittate 
by lucenda, 


** Fernel.method, 
: nedendi; lib. 1. 


2 The firſt booke of 
is called Eaacuartion, isthe auoyding of that res 
Ps: and fulncfſe whereby the body is oucr- 
C ER I J 
Repletin or fulneſſe, called of the Grecians 
Plehora, is an yaiuerſall redounding of bloud, 
Ic is of two ſorts , the one is called quoad vaſa, 
when the vaynes and veſlcls. conteyning bloud, 
have their whole capacity fully and thoroughly 
filled : and the ſecond repletion is called guoad vi- 
res, in which the vaynes do norſwell, and yet they 
conteyne more bloud and nourifhment then by 
nature can be ordered and gouerned, In the re- 
pletion quoad aſa (as Montan ſheweth) arc two 


dangers, frlt, lealt by the un quantity 
there ſhould happen either ſutfocati n,orthe rap 
ture of ſome vayne : and ſecondly,gle the abun- 


dance of bloud ſhould corrupt and putrefic. For 
the auoyding of both theſe perils, it 1s very cxpe- 


_ dientthar inafull body a vaineſhould be opened, 
alchough no gricfe do draw vs thereunto,bur only 


ur 
the meere fulneſſe. For as Hippocrates ſayth, The 


full habit of the bodies of champions, if it come to the 


higheſt degree of fulneſſe it 1s fraile and ſappery .for it 
= jpg wy the ſame eftate. The ſecond 
kinde of repleuon termed quoad wires, is rather to 
be holpen by medicins then by letting of bloud. 
For if raw and vadigeſted humours do abound in 
the body, the opeming of a vayne will draw our 
much good bloud : bur as for hebad bloud which 


"IEEE 


16 gathered in the firſt yaynes about the hin, 

the middleentrals, it will draw it 1ntorhe IT 

body, as Galen doth at large demonſtrate, and 

therefore evacuation by foine_ purging potion 

ſhall 1a this calc be more fir then ct of on 
ce 


Harwards Phlebotomy. C1 av.1. 3 
Yet when by the nature of the diſeaſe there is c+ 
uident danger of a corruption and putrefation 
of humours to cnſuc, then a little quantitie of 
bloud drawen ſhall be much auaylable to antici- 
ate and tit, ifalwaycs regard be had how 
arrethe will permit, and what humour 
1s eſpecially mixt together with the bloud inthe 
vaynes, For as Fernelius ſheweth,there is another x,y, me- 
way two kinds of repletion or plethora, the one hog. medend; 
15 called pure, the other impure. Montane ma- {15-2.c4þ.44 
kethalſo two, the one ſimple, and the other com- - 
pound. The pure doth confift of (in a manner) an 
equall portion of all the beſt juices. The impure 
is an abounding of yicious humours in the vaines. 
If the plenitude come by choler, the-vayne may 
the more plentifully make evacuation , But if 
the fulnefle come by fleame or by melancho- 
lie, then muſt the cuacuation be made by little 
andlictle at ſeucrall tumes when neceſſitic requi« 1 
reth, and when the vaynes being ouer-full doe [| 
threaten danger. How all theſe ſeuerall kindes 143 
of plenitude ſhall be knowne, I ſhall haue oc- { 
cafion to declare more atlarge inthe firſt Chap- | 
ter ofthe ſecond booke, 
The firſt yſ of Phlebotomy, to wit, cuacu- 
ation, hath place not onely in pure replctions, 
but alſo 1n all dangers of putrefz&ion , accor- 
ding to that of Galen: It © good to open a vayne Gal. theray. Tt 
not onely in feners called ſynochi (which hane one method.lub.1t: v 
continuall fit , and dee proceede of inflamed blond ) | 
but alſo in all other humours that ſtand in dan- 
ger of putreſattion , when the regard which is had © 
of age and ſtrength doth nothing prohibite. For na- 
ture which deth diifoſe and gouerne onr bodies ; 
; B 2 being 
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"This 4:a774 is 
called of Pla- 
Terns euenti- 
lario. 


Jo.Bapt. Mont. 
parte 3, Medi- 
CHER VNILMEYN= 


The firſt booke of 
being lightened, a, 4 pt off that which as 
a burthen did ouercharge her , will eaſily onercome 
the reit in ſuch ſort, that it will concoft what 
ss to be concotted, and expell what is to be ex- 
elled. | 
"The ſceond vſe of letting-bloud is called of Mou- 
tam exentatio,xherapon he maketh a ſecod kind 
called Phlebotomia exentatina,which is the venting 
of any humour that doth boyle and bubble with- 
in the vaines.For as the former,to wit cuacuartion, 
hath reſpe@ vnto the plenitude; ſo this kms hath 
properly a relation tothe boyling and 00umuy 4 
Sv (layrh he) in quotidians and quartans we do 
otten ler bloud,not becauſethere 1s any fulneſſe or 
great multirude of ill humours, bot becauſe we 
would by venting take away the boyling and 
bubbling thereof, This yenting hath place both 
whether vhere be any putrefation in the humour 
or. no. But four ſcope and purpoſe be only fimply 
ro yenr, then 1s it beſt todo 1t by letting a [ntle 
bloud, and often according to the rule of Anicen- 
na, Melior eft mu/tiplicatio numeri quam quantitatts. 
Ocherwile it the caſe be compound that both there 
be a fulnefſe and a boyling,that we muſt both eua-- 
cuateand yent, then ſhall it bemoſt fie to do it ar 
once, andplent:fully and aslong as the ſtrength 
will permit, as is tavght at large by Galen in the 
eight booke of his Methods . And 1n the 


fame booke ſpeaking of ſome.agues that are like 


to Diartan feuers,and do come of obſtruQtions, he 
doth vſc theſe words : That the humour may be ven- 
ted wee haue needs of the eat remedy, wee muſt let 
blond the party being of ſee ſtrength, although 
How it ſhal be ages" 

wWiAIcn 


there be no ſignes of plenitu 
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Harwards P . CHar.r. 
when the humours do thus boyle and haue neede 
of venting, it ſhall be layd- open at large in the 
two Chapters next following, | 

The third vie of letting bloud is called «17;aozr 
Revulſion ; AMontanu calleth it Fhlebotomia di= -© 
wer/ina , which is a plucking back of humours , 
when they are caricd from any one part of the 
body into an other with force and violent courſe. 
Emacuation doth reſpett the fulneſſe, Venting the bub+ 
bling Yo ons Revnlſion the violent courſe of the hu- 
»oxr. How this revaliion muſt be made, 15,diſcul- 
ſed in the ſeaucnth Chapter of this ficit booke. 

The fourth vſe of ble ing is called mamm- 
«1c, deriuatio; of Montanus, Phlebotomia deriuatiua, 
which 1s a deriuing ofa humour from any place 
where its ſettled and impaRted, into ſome other 
neere place, by which it may beſt be ouercome or 
auoyded. Irdiffereth from revulſion two cipecuall 
wayes. Firſt, revulſion is into places farre di/tant, | 
as Hippocrates ſhewerth ; We muſt endenonur to open 4 Hippocr.liby, | 
wayne duitant as farre as may be from the plate where 4c 01m na- Ot 
the ervf is made or the blond gathered, for ſo there "4 &45» | 
ſpall be no danger of a ſodaine _ 1d beſides the 
cuftome being tranſlated an other way,thou ſhalt make 
that there ſhallbe no mere foning tothe former wonted 
place.But dermation ofhumours is into the neereſt 
places, as by which they may moſt fitly be anoy- 
ded,according to that of Galen: Deriuation is made 1 1;1 « os 
intoplaces nigh iomning, but $15 made into pla- curand mort. | 
eesplaine oppoſite, Againe,an other difference there cap3. — | 
ts, chat revulſion 1s of hamours now flowing, but 
derigation 1s of them thatare already ſettled, as is __, .., _ 
witneſſed by the ſame Author : If the flowing be method, theres 


ſtill caryed in his violent courſe, we muſt vſe revalſion peut cap.s, 
yo WE... | 


6 The firſt books of 
to draw it to the contraries, but when the humor is ſet- 
led and impatted in the place, then it is better to derixe 
i. = — = ht of it, for the change ts nee- 
rer, and both the acceſſe and the drawing force of the 
purging medicine is more readie when the place is nigh. 
And whatrtherc he ſpeaketh of medicins, the ſame 
CORE Tlevcar.cop.7. he writeth of Phlebotomy. Rexwl/ion 15 the remedy 
> + i of fluxes or rheumes ſtill flowing but derination is their 
—y help when they haue taken hold of any part : but both 
| theſe kindes of enacuation doth Hippocrates com- 
and to be done by the common vaynes. Thus much 
NS - briefely concerning the firſt queſtion, what Phle- 
—— botomy 1s,and of the foure ſcucrall kinds or rather 
vics thereof, 


Es | _ CHar. 2. 

*+Þ | How letting of bloud may beoſed in continuall agues 
LN. J ectd noche frames jeu? sp/> YO, aa 
; 4 ning fexwers. | 


Pp | | 
«4 | 2& eſuall diſcales which comonly doraigne 
*# a.0ngit men,ſeeing there is no kind of infirmutie 
 *s t!:ar bath more ſorts of it ſelfe ſubic& tolerring of 
bloud then hath the Ague, 1haue thought it nor 
i amiſſc ro begin firſt with it. In the ague ſjnochae, 
n which hath one continuall fit, ſeeing char it pro- 
ceedeth of the inflammation of bloud, needsmuſt 
the opening of a vayne be yery fir andconuenient 
for ir. But Fore are two kinds of it. The one is cal- 
led ſynochus mitior, or ephemera extenſa, 1 which 
only the thinner part ofthe bloud is kindled, it is 
diſſolved yery often before the fift day , it hath 
: the vrice ſomewhat reddiſh and thick, the pulſe 
great 


now to declare particularly, how 
om Lima wages tel 


[ont inflamed, to haften the 


Harwards Phlebotomy. Cn ar.2. 4 >#H1 
great andrthick, bur not emidenely vncquall. And W1 
the other is called ſymochue vehementior, wherein 
the whole ſubſtance of bloud isinflamed. It cari- 
eth manifeſt notes of crudities,co wit, vnequalnes 
inthepulſe, and the vrine red andthick, andche 
tongue: waxeth ſomewhat rough and blackiſh, 
In ether of theſe ſynochi lerring of bloud ig requi- 
fire,and chat as plencifully as ſtrength will permit; 
If at the firſt ir were omitted, it may be done in the 
fourth day or in theſcauenth day, or after the ſea- = | 
uenth day. But the beſt and time isegenin EP 
the beginning of the infirmity, as Fernelius ſayth, prays 


It ts more ſafe to let bloud when the d:ſcaſe approcheth, ,,, <. 
wry pres rays accore 
ding to the old verſe : as 

—_ ris eycitzer, q non admittitur hofþes. - 
--Tr'is a more hard thing 'to caſtoura bad gueſt, . 
then if is at the firſt nottoadmithim, 1 -- | 
"And therefore Plarerus willeth vsin theſe ſocks F/ateru de 
7 , wherein the bloud is nor purrefied {,1" 1. . 
letring of bloud, hot 


ply to vent of enentilare the bloud inflamed, but 
Ho ro pluck back the ſame, lealt breaking cut of 
vp there moſt perilous inflammations. For Plate- 
rus and Fontawonm be both ofthis opinion, thaz 


the inflammarions-in the noble do follow 
theſe ſynochi;anriot go before them, Andthere- 
fore they do adviſe in the firſt beginning = 
a vayne, and if inthefirſt day it be omitted when 
ee notre; - bur'an 4, an in- 
flaming ts for one dayjyet the next da 

following,when it ap phy that 1t is nd 


ephemera, becauſe it laſteth longer then a day,bu 
; B 4 thay 


\ 
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2 The firſt 
ae is noche —— 
a good quantity, ac ro ge 

pear das rs or cllc take theleſl bloud at once, 
and open the vayne cither the ſame day or the 
next day againe, which is the ſafeſt way for ſuch 
: as be weake . Ia-this ague-dothithe decond wie 
oF of Phlebotomy , to wit, exentatio, Or exenti/atio 
we : greatly ſhewforth bis power, according to that 
by of Galen, writing of the hoat-ague called fyuo- 
3 Gal,method. cis; - Inmwbam ſoruer the body in the multitude of hye- 
OY tberap.lbr.g, gag vnapt to vent and breath out, hath 
ub 1 ar that now it is come toafeur, 
party muſt be let blowd as much as 
foes if Ka wg rape ore of ey, 
which are je ws ſhall WF yams by ſuſfe- 
Carions, or fyneopies and very dangerous ſonn- 
igs wholy to onerthrow them  Montanus writing 
- vpon the thirtenth Canan of Anicenna concer- 
© Bngbloud-letupg, dothwake.chree {cucrall jorts 
: 3 fea conmaiegathiend a nflaned,aud 
| them. bloud-may. belt ma 

Tie fk culled the 


ning to the cad doth keepe the fame tepour 

ny np he uy cer 
Ponte ay vo ro ſtare anid.yigor. The third 
tuch ao In 


| humor 1s purified, 
| anhrep bens d 
we not in avy. great quantity 
Becauſe where the bawere is already petrified , al- 
| though 


Harwards Phlebotomy. . CH ap.2, 9 
phough we ſhould let wy enen Fs the ſtrength fayle, 
ſhouldwe nat : refattion: 4 
Lond, ts become earhh nal theeore il ay yn 

And if we let bloud in a great quantity, the pu- 
Pref ation vow wr ah eur} Ab 
will be made ſo weake, that we ſhall not be able to re- 
moue that putrefattion which remayneth. He obicc- 
teth the \cxaople of Gears piece: , who in a 
certain feruant haut «s cum putredine, 
did let ve WET roſpouning or fainting. Bur Gal. — 
he anlivereth to that place, that when Galen came or wares. 
tothat wy the humour was not fully putri= adore ' 
ficd, bur only that there qu me fognes of pu- ks. 
trefattion,and in the ſecond, avayne. $0 
that whea the fi ;gnes of putrefa 2 TY he 
let bloud, and nor whenthe humour was alrcadie | 
purrified : and further, it wasa feuer _ [a Mir. meds. 1 
wryrny Bur he cocludeth. there, 1/9! I ſay play hat cine vninerſa- | Þ 
OT ſhould be with _— lus part-3« | 


—_— mp wr Tron 


only by meanes of > 1 re 
1s faulcy by the putrefaRtion,is ware et his Trincas. in 
Fr wn tyſor eee 
thereisa doub c vic 1.CAaen 
7 regling ofcke ſpirics, and 265 
efron Ts 0ghon 
e 


y yapour | as ek ( þ 
l or ' | 

working ypon et out 
that the ſpirirs may be ponies > te 
ueth ſyſtole the comraRion'or compreſlion of the 


Mont. medic. 
n—_——_— 
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firſt books of 

. For while the artery is drawne and preſt 
agony are cX- 
ed od auoyded Now it muſt needes be that 
theſe two contrary motions, areſtmuſt 
of neceſſitic goe betweene them . When there is 
neede of cooling, there the diaſtole or enlarging of 
the artery is ſwifter, and the inward pawſe or reſt 
ts ſhorter : but where there is more neede of auoy- 
ding ane ſome mom, mm there the 
ſyſole of co n ofthe artery is ſwifter, and 
the outward pawſe is ſhorter. And this later he 
pron pn 0 to know all 
, in which ours rotting, 

nos Sel wnpotet muſt needes beenjendred: 
this he calleth ſo proper, familiar, inſeparable, and 


certaine a figne to know ani diſcerne putrified agues 


; EL Le nor can deveine. An 0- 


ther —_— ofa ue when e 


Ge ndereatienr the breach pre 
of cooling. Tn .154bew 
then Abewet 
4 cauſes letting bloud 1 
mart by tomy eos decays nd 
ne eng 


al cog a200y gong 
and xe all it he Nl nſpieation, 'by 


meanes:whereof it darts good to help 
When Moron afemet thre 


Cherwile hit words before'do y plainely char it 
may be done moderately to vent the vapours. 
And Plareris ſheweth an other cauſe why it oughe 

ro 


Harward: Phlebotomy, CH axv.2. rr 
to be done, becauſe the occafion of putrified agues 
doth lie hid inthe bloud and in the branches of the 
hollow vayne,together with the bloud is anoided ſome 

portion of the putrified bumour .Ofthe ſame tudgemer Fernaine- | 
1s ln, The opening of a vaine which may take a- thode generals 
way both the multitude and alſo @ great portion of the > mg 

humonr, doth oreatl, — to the curin is of | 
the fexer. And an other Seals on ſheweth Galen Thy Gal.methed, - 48 
this muſt be done, becauſe nature being diſburthened therap.lub-xz. 17 | 
of a part, ſhall the more eaſily onercome the whole, as 1 
haue declared in the Chapter going before in the 
firſt vſe of Phlebotomy. 
If the ague be that which is called Cauſothe bur- 
ning feuer, whoſe matter 1s not the heate of bloud, 
= the burning ofcholer (and whoſe fignes are- 
tolling of the body,an vnſatiable thirſt, the to0Ng Hippocr. de 
dryand rough either yellow or black, a nipping ratove vitfus 
about the Romack and Tos yellow excrements, # 46#/cit.q. IÞ 
the vrine thinne ſomerhing wanne, the Ls | 
efwikt, chick and hard, doaring, alittle fweate 1% 
about the forchead and neck,but cuery where _ 
the skin very dry, andtherewithalla little r 
] bloud may alſo'well be vied ® the beg 
ning, but in no great qua ure or hue 
ics for ind. 7 or pavien fo ſufficient. 
Anictnna in his curing ofthe Canſo doth affirme; Auiteme 
that bloud hot 6dr Re init, vn : there doe prima quarti. ; 
rednefſe andthickneſſe of vrine, bur that | 
1s not Cawſo, but rather ſynochus. Montanu ſhew. Montane in 
<h, that the true toninant burning fcuer ſeeing me! 
thar the matter which doch purrifie in it (ro wit po > ans 
choler) is molt hote and moſt dry, it beconuneth yerſals part.z, 
in a manner altogether firy. 


Hippocr, de 
Hypocrates teacheth the way of curing 2 _ ratione wid 


: 


| 


= 


m ecutis, ſeft., 
382, 


Pliteru de . 
febribus 
42.115. 
© pag: 55« 


TrineAevas 
tone curaitds 
bart. corp. 
affedi.libz. 


caf.tt. 


at. was oe. x LES I 
nin chin urnin 

MA 6 water bes pins fp 
mention nngetRon tageapen Afenagy 
doth conclude: that letting of bloud is not tobe 
ny Oo in ering nee i I cthinke Ae: 
14m ument in that diſputation v 
elcucnth | > 9 of iallorce. aac 
alchough Hyppocrates do not preciſely commaun 
in that place bloud to be letin a Ha, 4-4 
yet he maketh it in the ſame to be a ligne 
of the diſſolution of the diſcale if the patient do 
bleede at the noſe : and preſently vpon it he yete- 
reth theſe words, At im morbis acutts ſanguinen 
detrahes ſi vebemens fuerit morbus, of fo apparent 
tate florenti fuerint , & virium robore nt. 
Platerus doth require in the Cauſo or burning fe- 


| uer,thatthere ſhould be a liberall letring of bloud 


ifftrengthdo permir, becaule he thinketh ir notto 

of pare Sholer (a0 many. other Phiſici- 
ons haue taught) bur of bloud porrified andinfla- 
med in the great artery, ang coukng ſo much che 
A Fan om as1tis:kindled inthe trunck 
of the great artery neereſt ynto ren Lie: 


ates 
then muſt ir needes be good inthe burning feuer, 
whiches Trimmed dechagreh nents c> acme? 


| CONTI | ALIA 4 ES c regard of 
theageandfirength. 11. 
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CHAP. 3, 


Hm bloud-letting may be admitted in agues cauſed 
by obitruttions, as Diaries oc. 


Alen ſheweth, that by ob#truttions ſome- Gal mithand 
GH the tran{firation and vapouring out lb $.cap.q, 


be interc ales and by the obſtruRi- 
ons they which have bad humours fall 
into agurt, as Diaries and ſuch ah and in T 
he requ as v nt 1 a 
ee firſt for bent (+, a7 081k brag as he 
faith, v»leſſe the bad humour be vented, it muſt needs 
become putrified:and ſecondly, becauſe thoſe things 
which you ſhall miniſter afterward to dcliucr 
from obſtrugtions will, worke more effeRually. 
tbo +> tocome to deterge and > obfiruions, 
baning fr by bloud-letting (for he ſpeaketh there 
of Phlebotomy) aoyded part of the enill humonrs. 
For we ſeeking to deliner the obftruttions before we 
haze _ exacuation , it is in dav pam ngg 
impatt the obitruttions more then before 
How the greatnefle of che ion ſhall be 
knowne, Gale ſhewerth alittle after in the ſame 
booke, The declaration of the quanti he of the obſtruc- _ methods 


tion wade manifeſt by the a reater —_—_— 
obitruttions the ague pens ec) a bſechiruc ”—_ 
| tions it falleth out to Skate Mont anus y ops fallen Bapt .Montan. 


| into the conſi rededcs of this place of Galen, medicine wi» If 

doth make” theee ſeuerall kindes of obſtruSti- $7327 | 

ons, and ſheweth in which of them bloud-lcr- | 
ting is requiſite, and in which not. The fyrſt 

ob ion 1s when in the pores of the skinne : 

in the outward parts the tranſpiration and va. l 

pouring | 
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14 _ The firſt books of  - 
pouring out is ſtayed and prohibited , The ſe- 
cond kind of obſtruftion he calleth coarftatoria, 
when ſuch a myltitude of humours is conteyned 
within the yaynes, that the paſſage of the ſpirits 
being "ae: , they cannor paſſe thorough the 
vaynes, whereby there commeth a perill of luffo- 
cation. The third obſtrution is called oppilatio, 
whe REST Io ſo ſtop the conduits 
and chanels of the yaynes,that <0) matter nor 
ſpirits can paſſe thoroughthem. 

In the firſt kind of obſtruRtions Phlebetomy 1s 
good, becauſe by it the body 15 made more thin, 
and humors being without the yaines in the com- 
paſſe of the skinne, are by bloudlerting drawne 
into the yaines, and ſo do paſſc away,as ontanu 
doth demonſtrate out of Galen, 

Intheſecond kind of obſtruftion letting bloud 
ts alſo convenient, thatthe thronging together of 
humours may ceaſc, and that bloud may be yen- 
ted. But in thethird kind of obſtruction it were 
ill done to let bloud, becauſe the thick humour 
whuch 1s unpaRted 1n the firſt yaynes, is not there- 
by cuacuated, but rather increaſed, as the ſame 
author doth prouec out of the ſame fourth booke 
of Galen de ſanitate tuenda. Ithinke he bath 
tothat polition of Galen: [n 4 weriſome and faint 


| body there ic little good bloud, and many raw humonrs, 


Phlebotomies do axoyd the good bloud, but as for the 
Sl blond which « — a together in the firſt vaynee, 
ially that which is about the lingr and mid bowels, 


\ they diierſe and ſpreadit throughout all the body. 


How inthe two laſt kinds of obſtruftions the hu- 
mour mult be prepared and made fluxible, before 


we attempt any letting of bloud, 1t 1s co be "_— 
re 


Harwards Phlebotomy, Cnar.z., If 

red hereafter in the third Chapter of the ſecond 
booke. But the queſtion is here only ofthe ficlt 
kind of obſtruions,when in an ague called diaris 
or ephemera (which laſteth nor abouc 34, bowres) 
by reaſon cither of the conſtipation or thicknes 
of the skinne the ſpirits and vapours haue loſt 
their accuſtomable flowing our, whereby the ſpi- 
rits are inflamed, whether 1n this ague bloud is to 
be let or. no ? I anſwere, that according to the 
iudgement of many excellent Phiſitions of our 7/<erwde 
time,this ague is beſt ouercome by caufing kindly Fw 
ſweates,by medicins looking obſtructions, and by Fuchſrus de 
vſing fit bathes apr Wu gs. bloud. But if it morbis me- 
 docontinue more eng hatit be now diaria _—_— 
plurium dierwm,or as ſome call it 4 extenſa, or 
then all cnagyee hat letting of bloudis =_ CG 
[wa carc coſt ol agar nes thed it. 

o become a {ynochus putrida, o briag greater 
danger. CE ar nad enade 
intodiaries ofmany dayes,ynleſſe the obſtrution 
be ob / pom laythz oh voy > be Gal.lib.ro. 
exred t into s of 5: ſo alſo the method. me+ 
diaries ofmany H—_ A ro erred dendh. 
and heRick feuers, valeſle they be in time 
andeaſcd, as the ſame Galen =b-inthe ff 
page of his ninth booke de methods medendi. But 
Reg Ong of bloud, Galen doth in the 
trench booke generally ſer downe his 1 


very briefely concerning all diaries cauſed by ob+ 
ſtruftions, One ob#truition commeth by multitude, Gl, method. 
and an other by the quality of the humonrs being tos therap.lib.1o. 
 Pongh,or too thick. In that which mul- 
tiinde , letting of bloud ts the chiefeſt manner of 
curing , but in that which cometh by the quality 

0 

of 
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f the humour, the vſe of the extenuating things is 


o—_ 


How farre letting of blowd may be allowed in inter- 
mitting agues, quotidians, tertians, quartaines. 


Tf Ontanus affirmeth, that in a phlegmatick 
ague, if che fleame be thick and of a glafly 
reene colour, as it falleth out in the a- 
cs-called epiale, then in no wiſe may any yayne 
be oprandbecralt alrbough chere be a great boy- 
ling, yer we hauc neede of a great heate, thatt 
matter miy be concofted, and the paſſages ope< 
ned, and therefore heetlnnketh that we haue neede 
rather of trions, Butif ir be pirxrra dulcis, ſuch a 
fleame as may eafily'be conuerted into bloud, 
then he allowerh leceing 6f bloud as a fit help to 
remoue the obſtruction. He ſheweth in the ſame 
i lirtle before, thatthe chiefeſt cauſe why we 


merimes vic phleboromy in quottdians & quar- 
Vide fnem aincs, isto venttho vapours, Zr respefteth not the 
tertie partis multitude; but ar 017 Avg Ag thr only to 
medicine vni- belp the bubbling of the In the tertian he 
nerſals Mon (1th, thac Phicbotomy is not neceſſary, neither 
__ euacuatiue, becauſe"there is no fulneſſe of bloud, 
bur only cuill humowurs mixed with the bloud, 
nor\yer 'Eventatiue, becauſe the paroxylmes of 
the rertians continue not aboue' twelne howres, 
and haue a great diſtance of incermiſfion , and 
therefore can not hauefogreat a boiling as ſhould 
neede- ro be vented\with fo great a remedie as ts 
Phleboromy. And astouching the quartaine, he 
ſayth,thart bloud-letting doth not agree vnco 1t of 

it 
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it ſelfe as it dependeth of melancholick h 
bur Pm rr br er rg wk 

pretiing of the menſtrua or h:emorrhodes,or when 

c Cademak ratione ſi adufti by meancs of = 
burneb he chelerting of bloud. 
Þlaterus doth thinke that all intermitting agues Plaerw'ds 
do of a purrificd cauſe, lying hi bid inthe in the febribus 

be opened, be ſoppoſrh fon help might © '4+ 
conld he 
come: but ſeeing thoſe thols meliraick vaynes my : 
where appeareatthe skinne, it were bet noronly 
in-quartaines but alſo in tertians ad ecu it 
more) torts xr 3, becauſe 
thehzmorr are branches of y 


— puree a meanes to 
ger econ ae feret Therefore he 


I gpnelu» 


SAT - > 


18 ' The firſt books of 
concludeth, that in theſe kindes of agues more 
harme'is done by admitting Phlebotomy then by 
ting it, vnleſſe ſoine grieuous ſymprome do 
happem, that by the in flaming of bloud an inflam- 
mation alſo of ſome of the inward parts befeared, 
orynlcfle there be a plethora or plenitude inthe 
Mo ei ri aedipcheagcrnning 
c vrine, and byt continung 
of the hcate after the fit, andetbin there ied) 
then not in the beginning ofthe ague, but abour 
the third or fourth fit, in the day ofintermiſhon, 
out of that yayne of the arme that appeareth moſt 
filled, it will do very well to let bloud 5. 6.7. or 8+ 
otices. In quartannsit mutt bedone in y lefrarme, 


th 
ney mn ContInnance 
uchſs, de in an exquiſite rel which pr oceederh of n1 


Wide lib.q.cap.s, v | i 
- +4.a}.6, proue out of Galen ad Glaxconer, that neitherlet- 
me 


werſa Eriethuin canbeconucnitrfor it.DoRor doth thinke 
hani, therapectica, require thac in the firſt day of 1ntermilſon (to 


medicine 


ting of bloud, nor vchement purg! 


yentilate. the body) 6. or 8.-ounces of. bloud 
Fondiun FAkcnThele iudgemencs doſcemetobeconrary, 
methods zene. Dur yerthe ſeucrallcircumſtances being: conſides 
rl: de curan. red,they way both be yery well For as 
dis febribus, + Fernelius ſheweth the opening of a vayne in re+ 
ifirertertian, i 


ſpeR of it (elfe is burtfullro an exqui 

takerh away the profitable and neceſſary bumonr, and \ 

leaueth behinde the impure and burtfull. Againe, in 

this kind ofague the body 1s wont to ge 
| an 


oa 


| Harwards Phlebotomy. Ca vp.4. I9 
| and oflitele bloud : Bat rhe ſharp oholer which i; the 


matter of the ague, and doth abound and boy! under 

the hollow part **f the liner when blond is taken away 

doth waxe rea Yet he allowerth there ler- 

ting of bloud im reſpeR of other ſympromes, ſuch 

as arc headach, COR ns and hca- 

uineſſe of the body, plethorica. In tertiana 

notha,.or the iftard ha + mrs. x4 for 

the with flcame, or where cho- 

ler doth not make it ſelfe the matter of the ague, 

' bur doth kindle'other humours (which may be Fuch: de 
knowen in thatthe pulſe is much lefſe,thinner and 794 me- | 
lowerrhen the other,and the beareallo lefle) then 421" "+ h 

| is 00 bloud tobe taken-de the beginning of th© 11m i 
a—_—_ afrerward thematrer being prepared, therapentsct | 

apr ES 

; ne may t | 

RE ES may betaken. Bue 


. A... 
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akin chew cortho20.day letalittle bloud ous ._ 
be weakezorothers » +. 

hauing be= 

do come 


fyou'can: 1 |» OO | 
1 


of 
wiſe outofthe balilica oft 


_— 7 CO A SV A, 


erb 24; boures) and is alſo accompanyed 

ee: | wry, yoo atk" and with much 

| nes then the-melancholick, rhen 
you my lt bloud in che begiamog four or iv 


Ounces 
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20 The firſt booke of 
ounces out of the baſilica of the right arme, and 
the next day atrer it ſtrength will permit ewo or 
three ounces our of the faſuarella of the left hand. 
Ifchar the black choler dv prooced of burnt bloud 
vou may letqut more then i ir procecd of any 0= 
Hewninsli.s, her humour. That learbed Hewnins fayth, Black, 
m:thed, ad Choler 1s ongly;iand doth ſpring of ſome burnt humonr; 
praxin, but melaweholy is the very melancholich thire or the 
aregs of blond. Thele are of a nature farrediffering. 
= to black'choler arc-dacrthoſe-things which 
the fiercenes of ity as Violets, Endiue, 
by fach like: but ro melancholy are. R—_ 
. things asare' moderarely warme and 
_ therootesof , theaperitiue rootes, ow 
ſach like, alwayes adioyning rothem ſuch elyngs 
as hauc vim bumettands a moyRenng force. And 
as 1 potions and medicinsrheſe.rwo require 
differmg:methede, fo allo (as you worequreair 
heard) inthemianner and tmicotlerrng of bloud. 
wrinuft —ta— 


and ie wyrnngs 
" the mcanes of other: 
Tr InCan, in ok Trincawel 11 his Commentary ypon 


ex" analone Galen ad Glancomem doth 


— of an © tertian\.. An-exquilic ter- 

Glanconer, oh = anon gen = inreſpett of fePi. 
ul properl appertayne vnto 

n1 other reſpetts 11s not ooly profitable, butalſor 


neceſſary, when regarding theftate ofthe body, 
our {« {cope and purpoſe 1520 preucnt 2nd; -auoyd' 
Trincen, future miſchictes. For often may an exquiſere tertian” 
Ibid, paſſe either into 4 contingalt _ or into a.burning 


ag nes 


_ OT nrnT rn 


Harwards Phlebotomy, C1 a p.4. 2t 
ue, when the er 9s c of blond or of choley. 
is reaſon 1s becauſe bloud may by reaſon ofthe 

multitade purrific : and alſo cholerif it be much, 
andthe ſtrength do groiy ſo weake that it neither 
can gouerne 1t nor expell it, it muſt needs more , 
and:noreputrific. And allo accordivg to Hippo- ,,,,,,, ;,,. | 
crates eafily may a tertian be converted intoa plu- j;. worbs, | 
riſy. For theſe cauſes (faith Trincaxe/) the opening | 
of ayayne may hauc place in an exquiſite terrian, _ _ _—_— 
burthacaccording to Avicemna mult be yncull the ,,,,, u, ie | 
third fic. Thus in all intermictingagues, though rariva, | 
not inall after the ſame manner, nor 1n the ſame | 
time, nor in the ſame quantity, nor for the ſame | 
cad and purpoſe, that axiome of Galey holdeth { 
firmely,, that not onely in continual agues but ., ,,,,, * 
allo in all other agues whatſocuer where any hu- mechod, vb, 
mour doth nr 4 it 4s to open a vayne. ' j 
You haue his words and his reafon in the firſt gr: 

Chapter of tlizyÞooke ſer downe at large in the 4 
firſt vic of PhJſebotomy.” One generall note to 1 

know un tertians and quartaines- whether any 1 
bloud may be ſpared, is y thinnefſe and y yeilow- ; 
1ſhnefle of the bloud, For the ſame which D.Bright p 
doth write. in baſtard tertians, thar if the bloug 37 #5 14 | 
do prouethia or yellowiſh, we mult ſtraight ſtop, "4*"— 
The ſame doth Fuchſus require 1nquartaines,that ruch/ de me- | 
if the bloud do appeare ol -ehick, ſuch as dendss movb:s 
2s commonly 1a iplenetick men, then we ſhall lex 5%1-c-2:8+ 
the party bleede more largely; but if tbe bloud doe 
proome thin and yellaw,then muſt it be preſently layed: 
JT mo rt ob ety : 

re 45 alſo by bis quality it doth amend the thi | 

Alexander Maſſaria _ Door and profe(- | 
_— ſor 


a k 


23 The firſt booke of 
Maſſoia ſor of the Vniuerlity of Padua, a man of excellent 
2p mit- Judgement, doth 1n his late treatiſe concerning 
tend: ſanguinis Phleboromy differ from the opinions of Platerns: 
"ag.132, - and Fernelins, astouchingletting bloud in tertian 
agues ; and allowerh letting bloud ſometimes 1n 
exquilite tertians, and ſometimes in baſtard ters 
541.116.1,44 rians,alleaging the auRority of Galen, ſo that it be , 
> 24c01cs done wiieeer «2ir, firaight inthe beginning; and 
FRO other things duly conſidered, as the ſtrength and 
lenitude,and due preparation ofthe body. And 
wondereth what Awzicen ſhould meane, when 
he ſayth, that moderate bleeding chole- 
mY rick humours do more boyle and rage, whereby 
2 the patients are more inflamed, whereas expert- 
ence doth teſtific that vnſcaſonable or excelliue 
biceding doth bring rather dropſfies and cold and 
bad habits of body, then any boyling heate or in- 
flaming, IF in rertians the cholerick humours of 
the body be firſt drawne away and the bowels c- 
uacuated by agliſter,and a fit time choſen for the 
opening of the vayne when the ſtomack isfaſtin 
and empty, Iſee noreaſon but the ſtomackan 
bowels ddraw back ſufficiently tokeepethe 
meſaraick vaynes from PRRHESIENES of 
humours into the hollow yayne,as dpurrefy 
the bloud init or the branches thereof, And the 
rather do I yeeld morero the iudgement of Maſe 
faria, then of Fernelins and Platerus inthis point, 
becauſe' the moſt learned and expert Phiſtion 
Heurniue tibr, Henrnina dotheeſtifie,tharin letting bloudincho- 
4c morbis lenick bodies we do often auoyd more choler then 
c4:45 49,10. bloud, and by experience I hauc found tt very oft | 
to do much good & bring __ | 
beginning of rertians, alchough after the fitr or 


fix 


"" 


_ 
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fxt fit I haue not ſeene much good to come there. w Es 
of, But1n quartain agues A, aria cleaucth to that _— 


cap Iles 


pHr ging nor eHACKAION xp; 7] 29 

: And if to him that openeth the vayne t 
bloud do ppeare black and thick,, ſuch as e is 
found in ſplenetich perſons, let hins let bloud the more 


boldly;but if it appeare yellow and thin,let him ſtraight- 
wa ſuppreſſe it. 


of Galen, —_ ava 7c. 16 with Gal.libra, Ni 
Laine agues at the IE | 
= | 


CHAP. 5. 


Whether letting of bloud be to be admitted in - 
or peitilent fener, as alſo in the Pox and ſuch ot —_ 
Cantagions infirmities,and when and how. 


ning bloud-letting (as Aſfontanus hath yniveſpart.3y 

rs Auryremeryra..\ ſet 1t downe for a yo” 

cule, that in what agues ſocucr there 1s a 

moſt ychement 1 there muſt be no 

of bloud. Afontanus diſcourſing vpon that 

pc ee one what 

the diſcaſe req eg _—— the ſtrength can 
ſeaſe Phlebotomy doth a- 

gree, but not wn of the powers, He bringethin $14" 

an inſtance of a peſtilene feuer, and ſhewerh that © 

bloud 1s not to be letin it, becauſe although of ic 

ſelfe 1n regard of the peſtilent feuer there is no 


remedie then letting —_— 
byi er rs oa ae Ring fie eng 
theinward heate isextinguiſhed, aol 
bloud is cuacuated : yet blond belet all ny... ) 


putrified 
Ko dye and therefore we 4b a lbid. 


”W 


Vicenna in his eleuenth canon concer= yon. medic. 


nos API 


= a. dull. 


+4 The fot books of 
m the peſtilent fener, becauſe in a moment of time the 
viterly decayeth. Platerus ſhewerh (i 


reat dangers which letting of bloud doth bri 
ar: _ that are infefted with the — 
thar little good helpe can be expefted thereby. 
I cannot ſee how Phlebotomy can auayle to pluck that 
Venomous from the heart, or to bring it out of 
the body with the bloud,ſceing that it is rather 
procured 'y, that the infettion which from out- 
wardly commeth into the body and doth preſently in- 
felt the ſpirits, ſhould be as more Fw inward. 
And moreower the motion of nature( whereby / wr 
Loa 7 inuaſion it goeth about to ſhake out 


on s, ard 5 and by bot- 

Irs candy 6 vers | res” oy and the paw- 

ers Cn inborn. eſtrong to 
expell that poyſon. 1t neither dot my cauſe 


the diſe —_— there neede beere &= 
— Pay es heere ſo oe 46 
Hereupon mas mt ru 


ranma ar» 
aduifed lerting of bloud in times many me 
arc killed, Yee he acknow 


that when the 
Plague bath taken hold vpon bodies which arc 

ſumme plethorica vel cachettica, full of bloud or of 
St Cana aondy aietodied che 
if by opening of a vayne the plenty and putre- 


| faftionofthe bloud be taken away, all che other 


pmes will become more tolerable : but = 

muſtbe done ſparingly, TR 

theftrength. And if in the begi 

cayed, then is Phlebotomy not ee th 

the fulneſſe of the vaynes doe require it : for 

JA IEIIEY experience more to eſcape in 
A x Hat 


Harward: Phlebotomy. CH ar.s5. 5 
of blond, if Phlebotomy be ved it muſt be done ra- 
ther in retþett of the feuer then of the peitilent qua- 
litie, ſeeing that this venome doth not conſiſt in the 
bloud but _— from outwardly doth ſodainely poſ- 
fſeſſe the heart, and we donot thinks that it can be ex- 
pelled or dyawhe out from it by Phlebotomy. And if 
the caſe do'ſo ſtand thatby themeancs of the ple- 
nitude and feuer a vayne muſt necds be opened, 
then he ſheweth in what order it mult be done. 
Firſt, ic muſt be done inthe beginning : for vnlefle 
the vayne be opened within 24. howres of the be- 
ginning, it will rather hinder naturethen do any 
good, Alſo it muſt'be conſidered whether the 

arty bein. a ſweate or no: for in no wiſe muſt the 
iweare be hindered by Phleboromy. But after the 
party hath ſweat and hath bin refreſhed with a 


e meate or ſome corduall receipt, thea may a 


vayne be opened howſocuer there hath gone no 
clytter nor purging before, becaule the time hach 
nor given leauc. Chooſe the vayne in that fide 
which 1s moſt gricucd. If any eruption appeare a- 
bout the flanck open theſaphena. If in the vpper 
arts, then ſome yayne inthe arme or hand of the 
fame fide. If vnder the arme-hole,take the baſilica. 
If abour the cares,the cephalica. If in the face, open 
_ vayne ynder the _——_— eucr = the te 
ches appearing, let cuppi es be fafined, thac 
the poyſon may wir = ſame place, and not 
by Phlebotomy be drawne into the inward parts. 
' Trincaxel doth accompet it very dangerous tolet 
bloud when pimples do outwardly appeare: but 


when as welt by thepulle, as by the former man- * 


ner of diet which the party hath vſcd,it is found to 
be expedientzthen ler ir be done flraight is the begin- 


— 


>) | 


et nn 


26  » The firſt booke of 
ming before the putrefattion of the peſtilent r—_ 
much increaſed ; 745 | nth 00 do ſeeks to expell 
ES vnto the chin. Thus he prooucth out of Galen, who 
worbls vulgar, Commenting vpon one of Hippocrates his patients 
&b.xſefi.7, called Crito, who dyed vpona kind of peſtilent fe- 
uer, he doth excuſe 5 and ſayth that he 
did not lethim bloud, he wasnot ſent for 
at the ning ofthe diſeaſe, Which ſignificth 
that if he had bin ſentfor atthe beginning, vaine 


no doubt ſhould y haue bin opened. 
Montanu in lus epiſtle to Craro doth allow let- 


ting of bloud in the {mall pocks and ſuch other 
concagious diſeaſes, ſotharit be ——— 
po ms 9s 17 > TWIT RESI it hat 

wm 1 9TF; to ler bloud he doth call it 
and a . For nature is then 
| dubai who y be i intentiue tO ex= 
pell the yenom and infeion of the diſcaſe. Ferne- 


lixe, Hollerins, —_— three famous and wor= 
about the ſweating 


CME , = deliger to the 
vic of Ing a» 
[toda Teams 
bodies, the bodics being firſt order] rey bue 
the diſeaſe hauing once taken they aduiſed 

nob but preſcribed good cordials ro 
expell from che heart the venemous infe@tion, 
 alwagh he body be akead the name 


—_ 


Harwards Phlebotomy, Cn ap.6, 27 
heed. (as \Montanns giueth warning) that wee yy 
Go; the vayne as farre as we can fromthe prine medicine vni- 
om'theheart, liver, arid braine, for «er/als part.ge * 
Sq = che qoliitoe Ammonr vnto them he | 


layth we ſhall hill the patient. 


CHae. 6. 


1 ts ncipall faculties/ of the braine) 12975» capitis || 
58 arr mum the inflammation of thefilmes =o: 
thereot)- Kbazer doth allow Phlebotomy inthe **" 
hs we. es bevnot©it be # heftick p 
Fic bengred and Celſus doth affirme, 
Fi _ face red and the vaynes ſwelling, _ 
a vayne ma an afrer the fourth day, if | 
ſtrength be ſufficient. Bur if it come of xcholerick Yo 
cauſe, then it ſhould ſeeme to be ill done to lex : | 
bloud, becauſe as Hexrnixs obieRteth frenum bilis | | 
 bloud is the bridle of choler. To this 


D I EN the phrenſy (which is a deprauing of Heurnize de | 


he aniwereth, Male ſq wh. mm bile educeremus, _ 
bilis WE, no , Hardly can 
auoyd bloud alias = xg yea rather by 


_ we do bring out more choler then 

if ir weredone but only for derivation 

+ wereit well done. CEE Enngns 
"o_—_ Celins Aurelianus 

that irmuſt be done within three dayes ofthe 

A” * 


F *_ ._ _=_ 


28 . '... The firſt-booke of 
- the ſtrength of the body 1s 1n-perill. Arete alſo 
- ayth,thatic to be doneenther the firit or the 
- « ſecond day. anne a aftcr the fourth 
day, then open the vayne after the ſeauenth day : 
bur if it do come in the ſixthor ſeauenth Jay,then 
let no bloud,for that is a criticall phrenſey. Aetins 
fayth, that if the phrenſy do come with an ague 
any day before the fourth day, and ſignes of ple- 
nitude appeare, wee may well open the m1 
vayne. When the phrenly is old, letting bloud is 
not ſafe. Celis ſayth, that tolert bloud after the 
cight day eff _ homines, is nothing but to 
murder men. The quantity muſt beaccording to 
the cauſe. If it proceede of mflamed bloud, ) 
may let bloud wſque ad animi deliquiam, till the 
heart begin to fayle. For there 18 a ychement in- 
\r.4ph.13. flammation, a-very ſharp feuer, and exceedin 
\ & 1.4pb.2z, great gricfe, in which'three' caſes Galen al 
4 Phleboromy. But if the bloud be:mmuch mix+ 
b with choler, then fixe ounces ſhall ſufhce x 4 orif 
e be ,tenne ounces. Areter his opt- 
xls Foray cen the firſt beginning hamcte 
parts about the midriffe,then the party may, bleed 
more , becauſe thereabours lyeth the foun- 
tayne of bloud. What you do you muſt do at once, for 
the diſcaſe doth gine nolong truce. Trallianns com- 
maundeth the yayne of the torehead to be opened, 
Hewrnixze de But that Hewrvizs doth condemne, as miniſtring 
worbs capitis a further increaſc to the diſcaſe EIS 
E940, come of bloud :for bothrthe bloud ſhould 
turne his courſe into the head, and alſo the_eua- 
cuation ſhould be made by the very place dffec- 
tcd, which ſhould be as hethinketh yery inconuc- 
nient. The courſe which Hemrnins doch belt bke 


or, 


mv 2 Te 


\ 1 
wn —_— — — — 
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of,isthis,tirſt to open the audle yayne of the arme, | 

and after to open- either the Vane obrhe fore- | 
head,or the vayne _ therongue, , 


\ For the Quinthie or ſquinancie, gre fwclling of 
the rhroate, cauſing difhcultie of breathing, and | no 
hardneffc of ſwallowing, Trincazeldothaduile a (ork 09: 
ſpcedic letting of bl pycragliter being vicd afed.lib.g. +, 
_— if the diſcale will grue _ bur if the diſ- cap.7. 
cale(as1t isa very tharp ) will gue no ſpace, 
vw pane made Hippocrates ſometnne did Tha Hippecr t-de. < 
1s,firſt ler bloud, & afrerward miniſter.the Clyſter., is axcrthie @- 
Fuchfous willeth vsroopen the baſilica of the arme-catis. 
of the ſamede: where the ſwelling is, But he will F*cb/.de me- 
haue it ro be done at feverall ennes by little and Pw any 
litle, and not all at oncey leaſt there ſhould hap-. PIN 
= a {wouning,and ſoaperill of fuftocation : and. | 
ſides, By two ſodaine coolings and by fainting of the | 
heart, the matter may be. the iawes vnto 
the lung 1,90d (0 brin ineuitable danger. Dpiteango 
the _ be made toslittle, leaft of 


ww +3 


of 


The firſt books of 

LT And for as much as allo all the argu- 
ments layd open 1n that diſputation do as well 
concerne the 1inflamation of the raynces and cfthe 
' wombe; and all other inward inflammations as 
the plunty, Thauec th it to ſpeake no 
7 EY REI 
Oal.libro de clude with thar generall ſpeech of Galen. To ſpeake 
ative can briefiy, halter eamatensds ,we muſt enacuate 
febene ven them by renul/ion (that us, it back jnto the parts 
fe © furtheſt dittam ) bur when they. are of long continu- 
ance, we muſt empty them ont of the places aſfetted, or 

azneere wnto thoſe parts arwe can. For at the 
ning of inflanmarions it 1s good to turne back that 
which floweth, but when they hane remayned a long 
 r1me, me muſt awoyd and expel chat which Ow, yon | 


WT\"Y ) Y\ 
CERNER 


fo pri uſe Ne ſharp dieaſes wilſſ he 
Sri Eg 


Os©GG—cxw——— 


_ 
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inflammation js to auoyd bloud- our of the place 
inflamed, for the performance whereof che ſame 
ee Porta 

no » ft 
tion may Nell ſtand, Butif there be a full body, 
then he holdeth with Ga/ex, that the ſcope and 

» x7 045 Re maſt and _ 

not eo - For 
fluxofthe bloud ran" org en Gallibr 1.08 
of the-yehement inflammation. And. "cs 1k 
of the owing of bloud he thinkerh may beſt be 


done by euaci —_—_— prone 


i - 
LS l * 
. 
I — dm. CN Cs. __<—_ w 
_— —— Om 


yd 
ferior parts'ofthe body : whereupon the humour 
leg emramickanl bye AN md 
——— lide, doth $a 
when af pai ey eſpe: 
EEE 
Kr". ns e- by the Piſces of ; 
1n this,co0 vayne about 
knee abourhe anche An enerk char | 


har rreacife, hecured an oldman of 60, CO = 7 


ea - 
wasfallen intoa plurifie) by <> — 5 aces yoe to : 


tg ou RI In 1 => Gy ney X "i —_— 
2S8. 7 


booke of 
, be apaind 1 hard = ts wen x If M—u— did 


vayne in the armeovfthe ſame 
4,,. fidewbereche didlye (as 7riicaze! doth 
St?” iekraccomye hedid intherciing ofc4aiterche 


Abderite) in was becan{ozhe diſeaſe was fully made, 


and the matter alreaty vr Io mthe op_any 


cf the flowing of the 
nor Galen doallow the fame kinde Piary 


which afterward-they admit when the flux is ab 


Hippoer.6, rderkes made. Hippocrates layth, 1f humwers be ca- 


dem.par. 2. ought not,we muſt rexell 
> pg kl on rf) fn ern en 
to them 


En EEE 


Vide ſawn _——_ wo —_—_— 
ou haue it {ct downe the of ny Ch 
ſexti cept | coing before, and alſo tewaid.che nid ajiy 
finem prims beſt Chapter, where arc cited the words of Galen 
capitis, concernmg|/an vicer cauſed of a flux that-ifrhe 
flowing ppmanpntoy ckibarkuito 
the contrary parts, but h ceaſe and reſt 
| fetlediriaplace, thenis aſt rolderigcir, 
Galen 1;h.4. which point alſo Gairs dothanferre th 


rall conchaGani/e x4 generaltbivg that 
dherey.cap 6. dos begin, A Ss 
i epare fr » thess enacnate thein enher 


a tet chan pargagbytionts 
EETEE _ OLEEIES 


Gal.metbod, 
therapent. 
kb.13. 


ward {ct vponthe contraries, tomake locallcua- 
4 Cuations 


on — - 


h—_ 


Harwards Phlebotomy. CH ap.7. 13” | 
cuations as he himlelfe doth expound it | by the. 62/./iby.2, 
example of griefe in the hinder part of the head, comment in 
which is taken away by opening the.yayne of the F.cpidem-prop 
forchead. Ando in another place, if therightleg 4,0mt 
hauc an inflammation, he appoynteth a vayne to:6.4/,mtbod, 
be opencd 1n the left, Fuch/ius bath framed ſundry trerapent. 
anſweres to thoſe teſtimonies of Galey in the 1, 40-13. | 
booke of bis. Methodws therapentica, Furſt he faith, ——_ 
thac his generall axiome, that reyulſion mult be © * * 
made alwayes to places furtheſt diſtant, can in no 
wiſe be wreſted ynto letting of bloud, ſecing that: 
Galen doth not ſpeake there of letting of bloud, 

 butofpurgings,vomits,cuppi fles,and ſuch 

like, I wonder that Fuchſue d make that an- 

ſwere, ſeeing that Galen doth not only often in the | © 

leaucs laſt going before make mention of Phlcbo- 

tomy, but alſo when he hath made this generall - 

precept with -«, ſemper, alwayes reuc]lto the fur- | 

molt, heſayth 16 the lines next following, that he . 

hath ſpoken ofthis in his bookes of Plenitude and | 

| Phlebotomy. Theſe things are written in my bookes Ga!,method, | 

of fuelneſſe and bloud-letting. Secondly, Fuch/mu (arch (herap lib etye | 

turther, als vene ſeitione ad longinqua rexelli- | 

mus, ſed we Yay 5 morbo, "Wk, we make | 

reuulhon by blond-lerting into places farre di- 

ſtant, but that is when the diſcalce is to come, JF 

Fuch/us conteflc ſo much, then he, agreeth, with 

Amicen,. Montanus, Trincanell, and iuch ay hold 

with them. For they all do teachthat reuellipg in- 

to places furthermoſt diſtant is not alwayes re- 

quiſite, bur only 1n the beginning, when the hu- 

mour 1s yet flowing, before the bumour be ſcrled, 

antequam ſit morbics fattns , betore 1c be a dilcale 

made, and that is indeed - future morbo, Thirdly, 


or 


* 


ns! The firſt books of 


12], method. 
berap.lib.12. 


Fernel.im me- 
thode medendl 
111 2,Cap.$. 

_ rbſars 
witunut.z. 


Hiern, 
Mevcural. 


conſul. tg. 


for that place where Galen doth bid that if theone 
leg have an inflammarion, we ſhould lee bloud in 
the other : Fuchſus antwereth , that Galen doth 
ſpeake 1n that place of ſcarifying, that when one 

hath gotren an inflammation we muſt ſcarify 
the other, becauſe ſcarifying doth ſtirre vp a griete 
and payne, and dolor atrrahit, griete draweth the 
flux to the place ſcarifyed . But I maruaile that 
Fuchſixs would not take the words as Galen hath 
ſer them downe. Galen ſpeaketh plainely im that 
place nor only: of ſcarifying, but alſo of bload- 
letting, his words are theſe : We muſt either open 4 
vayne or ſearify theplaces not affetted, as the hand be- 
games to take the leg, or the one leg being parned, 
the other. WOoree" 

Fachſuts wavirig obicted the praQtiſe of ſome 
which firſt do diminiſh the plenttude by opeming 
the ſaphena,' or el/c the bafilica of rhe contrary 
arme, and after do take away the rehiques our of 
the ſame fide where the griefe lyerh, doth cry out 


againlt chis counſayle of the Arabian Phifirions 


with the ſame words that Ferye/riee allo doth, What 
an od connſaile ts this to torment the t ſo often, 
when you may with one att eaſe Wim of his payne ? But 
although cheſe two were both of them famousand 
learned men, yet as good Phifitions as they Joe 
preferibe the a& ofletring of bloud to be often re- 
peared cither in one day or in dayes immediatly 
following, and yet are in very good hope that 
they doe not thercby torment the patient, but 
worke much more for his caſe. Mercariaks gruing 
counſaile to one which iti a congh did ſpit bloud, 
fayth, If the caiting vp of bloud do remayne, it would 
lthe me well that blond ſhowld often be let alittle at 


onee 


Harwaryds Phlebotomy. CH Av.7. 25 | 
once ont of either arme, and therewithall nos and | 
bindings applyed bath to the anchles and to the knees, ' 
Montanus wh doth as much reverence Auicerma, 1m me 
as Fuchſius and Fernelins doperſecute him. For he cine vnicer/: 
ſayth ofhim, Auicen was a moſt dinine man, & follos i parte [ecu 
wer of Galen, and to be preferred before all x con da, pag. 313+ 
drawne their learning out of Galen : We haue Greeks 
tranſlators(as he nameth there Acrius, Paulus Agi= 
neta, and Oribafius)bwt compare them with Auicen | 
and they are nothing. And a liele after heſa oy Pag. $93 


muſt know that Auicen doth rare eng v4 | 


but what was before approwed by antiquity 
ran as in other points he denn uno Anicens 
4, (o1n the ſcucrall ſtates of pleuriſy he allowerh 
his wudgement, that firft bloud be drawne from" the 
ſapbena, then from the of the arme; and 


Montankd wed 
dicine wniner 


hage the nefhoxjoy of 
but of Archigener and- prvriewrh | Artt4ws is 
brought in giuing his reaſon, /frbere ſhould be nowl- 
titude of bloud and you ſhould thraw it f-om the fide 
where the plemriſie ts, "ker you muſt draw it plenti= 
Pip fried and ſip - dud forke periens fonll - au 

, or get an in the 4h = 

you muſt draw alirtle,and ſo or (m6 ys 
ded, becauſe (the R— ſo great 
then ſhall d. Pell in ke Frintau,n ru 

—_— of thar ND which he made againſt qjmeno in . | 
Briſſotus and Curtis, Coth deſcribe ſeucrall confi- coſl-pag, "_ 
derations which are to be had in the pleuriſy : If 
there be a great fulneſſe of _ and a nes "wo 


Ss II I R————_— 7 


- >. withian inflammation, this muſt firſt be confide- 


G1/cn method, conciled He. citeth Galens 
ther:p.11b.13, ligerhath egun» to gather an inflammation, the 


£ap.11, 


oa TR fo bref 
Take eer rſbinges, and that we feare moreouer : | 
Faroe inflammation ſhould onermuch increaſe, then 
wn DR bk oe ©) fe char 
Tag eſlndogton fete als 
== leſſe 


. .. oalys 


reuni/7on us requiſite. So he © 
ning of er ana wirs are are 


red, wherher there be ſuch a fulneſſe ofbodyas 
doth alſo fill all the vpper parts, whereby there is 
fearedan increaſe of the twelling,for then we muſt | 


ler; bloud-out of they nes of the vp 
wot o grea, andhaticbe 


Galen be confiderce by 
m—_ then ſhall thoewo opmions randy ace 
, when the 


bloud 1s both to be plucked back, and cuacuated, 
by opening the inward vayne ofche right arine, 
becaulcitis dire. vnto it, anda great way bath a 
ſociety with the vayne which is called the hollow 
vaiac. (Galen doth there ſuppoſe the caſe to be firſt, 


marks ws. 4 ta be inflamed, POE LIOY » 


Ft wourees body h ne re then | 
c aue CMACHALION : peer 
the ſtrength ſieparen mhtter bebe bene ember 


ro exACKate once plentiful : bY , 
rang 


pA 
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g in power, then by wr ar 
arme reuell or take away t 

wards the liver. This pak ans 


37 


rs a9 rk in che "_ 


nothing nee ener 


poſitions before. = _ - vir jeuery ov here Fuchſ. Inftit. 


Loth build place-of Galen in, 6. 2, & de 
gr the Phlebor morbis med 


his booke of P Sotomy: _ 
which t vſed r 

doth often brin CY 

vſed vpon ra 


ww 169 wig catrys & in A 


e hand, fur fins __ chelium. 
ſenre help, or e it is long ere it come. NodoubtGe: Gal.de ratio 


dis lib,2\cap 
aduerſus Bra- 


lenthere doth meane ſuch in whom there is mor4, [elliont 


bus iam faitus, the diſcale 
them you may (ce what Galens 10 
you reade the concluſion, _ 
this my treatiſe, Forever accordingtothe 


already ſetled, ag " 


FT 


ſcope and drift ofthe Phiſicion,ghere-mult beaſe= = 
uerall manner of Phlebotomy, $6.1n the-nflams, is 


mations of che wombe Gale teacherh, that in 


the 
beginning of chem, when the. humour is now in, 6). d Glas 
flowing, thow ſhalt dixert it if thow open the vayne in ar therap.. 


the cubite. Bur if the humour beſerled-inthe place, 


thou ſhalt derine it by KA. bog vayve tn the kyees 


or in the anchles. \Truc it 15 
reach, that Phleboromies 1n,Farme, do ſtay womens 


doth clicewhere Gal.libr.de 14: 


tione curands 


termes, as the letting bloud in, the legs dech fri /i 
the termes downe, bus (3s Galen ſhewerh) int! the be. onem, 
ate apa 7 the 


ginning of | 


tis therap. b.13« 


| 


p 


f 
Ss works” - a. at. 


z8 The firſt books of + 
our ſcope and purpole from the flowing of the hu. 
moors to the diſcafed part, and from the fulneſſe 
of the whole body, then both to cmpry the pleni- 
Fram yam _ the humours that are []1= 
ng downe, we mult (as Ga/er iudgeth) attempr , 
Pucb/ tuft by inter cubire. Fuch/7 alleagerh 
br. * Allothe counſayle of Hippocrat 


es, who aduiſecth in 
apleuriſy to the inward yayne ofthe arme of 
the ſame hloright ok it, 1s none that 
doth make any queſtion bur chat'1m the pleurily 
being a confirmed difcaſe , and the humours ha- 
uing alrcady flowed, cuacuation 1s more fit then 
reuulſion; and'both may be done by the neereſt 
place: yea, ſich manner of pleuriſy 1: may be 
(as Hippotrate ) chat you can nor fitly vie 

atall, his words are theſe, There 


Tippocr,6. 
pres. Parts 3» be ſire fuel ad" in whome int due time bloud may be ler. 
9.35 rligey {ri it is mat ſo fit as in them. The impeds- 
ment is onte themwhich ſpit bloud, time, the plemriſie, 

7uchſ. ciment, and choler. Fuchſiu in bis Comment vpon that | 
#6. epigem. \ſhewerh, that there be thiree hinderances 

' that do ſtay theirs that ſpit bloud from being ler 

bloud,the firſt itime, being too hoat or too cold. 

that he meaneththatin the pleurily proceeding of 

—Arincavet - - choler P is nor cotwenjent, 7rwncauel 

91/t.14.ad bein 5ySiian allen into | 

thar \place' of | FF 


Alexandrum py 


Iriaellum fc "Ori : 17 
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Harwards Phlebotomy. CH av.7. 38 | 
doth moſt of allrequire1t, But (he ſayth) che knog þ 
is ſtraight by Galen looled, to wit, that the words | 
of Hippocrates are thus to be vnderſtood, that al- 
wayes he which ſpitterh bloud muſt have a vayne 
opened, vnlefle the ſayd ſpitting of bloud do.come 
of a pleuriſic , for then blond muſt not alwayes be let, 
but we muſt uſe ſuch liniments 4s do particularly re» | 


the fe. And afterward he theweth y rea» ] 

wir Pu neceſſary that luchas hn dn « 

rifies, ſhould alwaycs be ler bloud, becauſe by ex- 
16ce he knew one meded of a pleurily without 

ng of bloud , his pleurify being a light pleu- | 
riſy,aad voyd of all feare ofplenit for the griefe 

. 


was but ſmall, and the blowd was caſt ent by ſpitting 
Cents 


now thoſe plenriſies are maſt gentle in which | | 
ſpit ont. ker io 1 Hippocrates Ggnthieth direQly, —_— 
and as.it were in a right line; 4 benumming of the 115.6.ſell.z. 

thigh right on the ſame quan, Pt of the ſtone in 

that hi ,lo Galen cxpou 1t 76 197 Ki igingy Gal.lib.z. ad 
iriwm, 6 gnifieth according to reflitude. And in G4uconrm | 
an other place he doth code it by the word ©: 


io%ne#n, direCtnes. For 4 good ſigne blond muſt flove Gal, bbr.z. 4 
direttly as ont of the right noſtyill'; if the liner or right 1%dicys l 


fide be affetted: and owt of the left noſtrillif the ſþ leane 
or the parts thereabouts be greened. cadasne tO InCoacis | 
wer Go, 15 74 4142x148 Huppocrates layth blond ro flow prenotionih: 
ont of the contrary ſide ts an exill ſigne. Good wwas 
for Bion being a (plencrick man to bleede out of | 
the left noſtrill, and for Herophon aftet the | 
ſwelling ofbis [rag 4.8» 5 arr wr” 
2 aſc lame (ide, bocks aniatfcke backed | 
renuns affetlibuc. By the benumwing of the thigh di- | 
molly a lfene fe o0 hello whchrome of þ 
felted: for hrehtatoumene in the right this, 
| 4 e 


40 The firſt booke of 
thews the ſtone in the right kidney; if in the left th 
then in the left kidney. This ww Tt» hachyplace in 
criſis of diſeaſes, but _— doth never ap- 
poynt Phlebotormies to be inade of necetſity al- 
wayes, ww" 12a, dire&tly'vpon the ſame fide, Ferne- 
— a. expounderh this word wit», ro fignific the 
1ho me Tightnes ofthe fibre or vilk,av it were hee thready 
lendi. or hairy ftrings, ſtretched our and running by the 
longitude of the yaynes, But Andreas Lanrenting, 
wmtar wo and Rewſnerus vpon #/lkching, do at large confure 
——_ that option. For if Ferne/ins do make thoſe reits 
euſuerns in fibre foreuacuarion or expulſion, then doch 
1/:c148 henorwell, for the tranfucrſe fibres and nor the 
e510, rightdoferne forexpulſion :andifthe makerhem 
| (as they are) helps of ateraCtion , then muſt they 
Fre 4c: draw equally as well on the one fide as the other, 
| brcauſerhey-runne out equally by the length of 
the yaynes on both ſides. And the hke antivere 
they make torhem which would haue the word to 
fgnifie the continuing and 10yning together of 
parts, as though all the vaynes of che right fide 


were ioyned- one to and In an other | 
themſelues, and the vaynes of thelefr fide toyned 
among themſclyes,and did nor rather parti 


and'communicate one with an other, Butſceing 

| the trunke of the hollow vayne 1s one, the bran- 

| ches thereof on'þoth fidesare cqually 1oyned ro 

el ty Ia teenie 
| Ton well the right fide 

left,and (as Rewſnernſayth) he ſaw often bye: 

r:ence that the diſeaſes oth {pleane were holper 


Harwards I CHnar.z, 41 
there is no meetmg beewixeche vaynes 
ofche noſtrils andel the 7s 4a and yetthe fpleane 

being inflamed (as you haue heard)che bloud that 
flowethour of the lefe noftrill doth flow «wr i#»,di- 
reQly. And therefore that word of Heppocrares is 
not to be referred tothe ioyning together of the 
vaynes one in an other, but rothe rechitude of the 
whole parts of the body, quia dextra dexrrus & fi- 


the night, and the lefe tothelefr areas it were of 
one tribe or kinred, and therefore like good 
neighbours do one labourto help an other. Maior 
eſt 115 in forti contentgone obſeſſ« partis quam in vena- 
rum ſites, There 1s a greater force in the ſtrong con- 
tention and ftrining of the fide that is beſieged or 
ſer ypon,then is inthe fituationof the vaines. And 


rentins in | 


nittra ſiniftris ſunt ima, becauſe the right lims to xaon, 


| 
Andreas Laws, 


n 
x 

k 

| 

U 


4 
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a good criticall ſigne it is when that fide that is 


X ned, can expell part ofthat wherewith it 1 
Yum nent mans Bur when for any in- 


© flammationa vayne is tobe opened, we hauema- 
- ny other thingsco be regarded belides the conſi- 
| 'deration of the fide, We muſt marke well whether 
e whole body haue a fulneſſe of the vaynes : 

| whether the bh be flowing, or now chnnds 
flowedand fetled : wherher irdoth require —_ 
[tion or reuulſfion or diuerſion,and which of them 
| TY ws er how theſe vſes of Phleboto- 
and the order thereof ſhall beſt be perfour- 
of albwhich points —pRny 

harche betb PhiGrions of our age 


durdfcie bett Dhiſeionointimenp ROE Iwill . 


adde one obſcruation more out of 4 ,and 


ſoanend of this ouertedious controuerhi. Mons ont. medici, 


$ann will have in every inflammation .ewo t 
princ! Ip y 


VRIMerſ.park,3o 


wy x - 


i there i apluckzre of rhe humonrs from the lower parts 


a "_ E 
=. 


42 The firſt books of 
principally to be regarded, the firſt , membrum 
mandans, the member thar doth ſend the humour, 
and the ſecond,membram recipiens, the member or 
= that doth receive rhe hawovr, As he giveth 
is1nſtance thus of the plcariſy. Let there be(ſaith 
he) oncof a hoate liver, who hath laboured 1n the 
funne, hath dronken ſtrong wine, hath inflamed 
his head, hath reſted ſodaincly in a cold place, and 
then (as it commeth commonly to paſſe) by the 
cold the matters exprefled by the vaynes,and del- 
cending by the vaynes 1t doth flow downe either 
ro the higher or lower ribs, and there followerth a 
paine. Here the member ſendang 1s the head, and 
the member receiming,the ribs, Let the place of the 
: on be in the right ſide, where muſt we 
let bloud? He aniwereth, that ſeerwg the humour 18 


mye — 


_ caryed downeward, if we ſhould open the bafilica 


of the ſame fide we ſhould draw the humour more 
downeward, and fo increaſe the unpoſtume and 
1ndangerthe patient, The fulneſſe is mm the bead, but 
aboue the head there us nothmg.rf there were, we would 
enacuate from it: Therefore ether a dermation muſt be 
made to derine the humonr from the head, by opening 
the vaynes which are behinde the eares, or by bleeding 
at the noſe (which were excellent ) or by ſtriking the 


. vayne under the torgue,' or elſe we muſt follow the ex- 


+ Arabian Fhiſitions, to let bland on the: contrary 
accordimg to the directneſſe of the ſurnuation, from the 
r:ght fide rote left. But rf che pleurity du come of 
another:cauſe that the flux be nor from the head, 
bur it be the'lizer ful of blond and choler ſending hu- 
monrs vnto the r1bs by the aſcending vayne, becauſe 


vnro 


Harwards Phlebotomy. CH ap.8. 43 
wnto the higher, in what vayne then muſt we let bloud? 
He anſwereth, not from the baſilica of the ſame right 
frat, for theuwe ſhalldraw the hamonr to the To 
oc wroon doth teach ) _ —_ draw is 

the ſaphena of the ſame ſide,or e/ſe we 

fs _ ch e fide aboxe. The reſt of 

yr en. his opinion you haue ſcene before in 

this Chapter, where I haue compared his wdge- 

ment with the 1udgement of others the molt ex- 
cellentPlufitions of our age, 


Cnae.s. 


Whether lettis A bloud may be praftiſed incold dife- 
eaſes, as palſies, cramps, apoplexies, and whether it 
way fitly be ſed in pager rr ron colicks 
and dropſies. | 


= —_ 


many Phi- 


one or two of firhom Taxis beſt reckoning, and 

ſo to haſten eo thoſe otherpoints which more ge- Trincaue! 
_—_ and vniuerſally are to be conſidered in the 4 74107e cv 
mo of Phl radi part .cor, 
fies, conuullions, and reſolutions be cold 1. 
Ulery tans Paul read urs do 

n the cure with- 


Lens y dothradmititin theſc cafes, and with theſe 5/4409 
condimondy fied whew-hpe cold diſeaſes hauc "+ 
their beginaiog-by: che ſuppreſſion of the termes 

or 


—_ — 


. Alchough cramps, affetas lbs 


, but not generally alwayes. Gal.libr.x,a4 ; 


- 
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Ja OP EY lure Ak 4 bemidbaboory 

but then muſtbe done modert z» & ſparingly. 

Thirdly,if there be great plenty d ether in 
—_—_— thowieloerinaheton, oras oben and 
nn: +, Alſo Hippocrates, by the ouermuch fulnefle of the 
 ivancrdis act —_— there are made oftentimes epilepfics and 
« Tralliame beg innerh bing cure of a le- 
| Tralin bb.x, a by lerring of bloud , If other circumſtances 
"ar do x, prohibire. Heurnins in his Chapter of con- 


_—— uulfions pk like well of the tudgement of Are- 


de morbis 


capitis cap.25, tens, to wit, that whether the cramp or conunlſion do 
come of coldneſſe, or by a wound, ty 4 vntimely birth, 
the vayne in the arme is to be opened, efÞecially if bloud. | 
be the cauſe;or if it & ſuch aenchzhe the neck or body | 
can bend no way; or if it be wm. nears womrd. 
—_— Montanus — mo RP TO) hath 
medicine kh anonlexies when t [ ( 
| #ajels part.ge this claule hoc prey 195 to de bitis temp 
vere, this _ bedone 1n a———_—_ ep. 
ciaily 19 the time. Formelancholick winds 
|  cauſedbyobi ofthe liuer or ſpleane, er- 
Mercurial, curialis giaing adviſe ie-that caſeto a man 
a Germany, fayth, firft; Ty Jt you walter 


bloud, not that the abundance warns 
other 


_ 


Harward: Phlebotomy. CH ar.s. 45 
1 is, that we muſt abſtayne from bloud- Trincauel con- = 
letting, when che melancholick humour is diſper- /-15-p70 me- 
ſed into the vaynes of the hypochondra, and the - une 36s | 
whole body, and that then we muſt rather purge 
or procurethe hemorrhodes ifthe gehad 
them vſually before. For the Colick, Awicen doth 
forbid bloud-letting to be vicd = it. Montanus 3 HOOPS ++ 
writ! 'the fixth Canon of Aicern, gineth © > * 
was. 9.” it, becauſe the colick wad org EO | 
ſome cold and thick marter,andphleboromy both 
doth make more cold, and alſo hath no power to 
auoid the thick and grofſe cauſes of the griefe. Yer 
| headdeth this, Bur if the colick, do come by thein- 
on of the colum, one of the loweſt guts, by 
meaner of bloud or choler flowing to the place, im this 
caſe if you let nor bloud the patient will dye, 

For the Droplic Trincauel teacheth, that if it, 
come by theſuppreſſionoflome vſuallflux, as the ,,;;,ve murams | 
termes, the hemorrhodes, and bleedings at noſe, part.corp.off 

whereby (bythe ſuperfluousabundance of bloud) {46b.8.cap.10, 
the'naturall-beate of the liver beginnerh ro be 
quenched; then the firſt thing inthe cure muſt be 
- = ara | 
el oud-lerring, we ly- ro [ 
rs runs He xt eos. art, 
we muſtdoifche termes benot ſuppreſſed;and yer 
the vrine do appeare high coloured, whether may | 
we'then ler bloud or no; ſeeing that Awicen fayth; _;,;cemms 
| that if the vrine do appearered and thick, a vayne prima quarti, 
muſt preſently be opened? Trincauel 
that yer we mult nor let bloud, becauſe in this diſ- 
eaſe that rule of Azicen doth not take place; For 
the red tinQture of the vrine doth not come by a- 
bundance of bloud, bur firſt, becauſe little vrine a 
m 


Ferneſin in 

_ methods geue- 

. rab de curan- 
ds febribus, 


46 The fff books of 
made in thele d:ſeaſes, tberefore it 1s the bigher colou- 
red - for the thinne 1mices of choler and bloud, from the 
which dath come the colour of the urine, being mingled 
with a little moysHure, do gine the greater tincture, and 
make it bngher coloxred. And a ſecond cauſe of the 
high colour 19 the yrine,he ſayth,may be the deb1- 
lity ofthe raynes, which by reaſon of their weake- 
nefle being not able pertcRly to ſeparate the blond 
fromthe excrement, do let fome ite | of 
bloud pafle with the yrine, whereby os vrine 1s 
dycdred. Athirdreaſon doth Tm 9 
thecolour of the vrine may often deceiue,be 
whenthe choler is caſt out by the liver, it doth not 


only colour the thinne part of bloud, bur maketh 


the vrine alſo to looke as though the bloud were 
inflamed , as he gtueth an inſtance by Jaundiſes 
and Drophes, and concludeth, They do 

offend, which by the wrine being of citrine colour, and 
thicke 


by 
che, do mage ſtraight that blond n to be let. For 
ſuchan ku 04m by the abundance or 
by the kindling of bloud, but by the powring our 
of choler out of the huer, I will not ſpeake heere 
oftherazing of the ſtone in the raynes, and ſome 


other that may be, that alittle bloud 
ſuing, may alter mi the colour of yrine; 
This which hath 


bin ſpoken, may put vs 
erly in mind inthe matter of | 


' notſo much to be led:by the colour ofthe vrine, 
as by other cuident tokens which ſhallbe hereaf= 


ter more ar large declared. But when the vrine 
doth :concarre with other (ignes!, then 2:5 nita 
Ca” ian ſongulamultainuant. =» 


Cnuar 


Harwards Phlebotomy. CHAP.9, 47 


CHAP. 9. 


Whether in rheumes and diſftillations,and alſo whether 
in the Goute, and the diſeaſe called us Gallt- 
| Cus,a benefit may enſue by letting of bloud. x 


heate it doth eaſily receiue excrements, und ſo fall into 
a the Parke fb ere embeyendffthe 

z if of , | 
breſt nes 66s Razer doth eSmmend in a 


to be vicd vnlcfle theredo | 
fulnefle of bloud, asthe redneſle of the face and 
eyes, andextending of the yaynes,and vnlcfſe the 
body & head appeare to be hote, and the rheume 
ſale, with a mater not. very farre differing from 
bloud z and further, vnlede there be ſome 
ofthe infiruments athing, the lungs and the 
ſides; then he admitceth bl ing, but as he 
ſaith, ſparingly and not roo much : but in a cold rheume 
the ſweet mitigation of bloud 1s not to be taken away, 
In the'Goute Phlebotomy 1s not to be vied, vn- 
lefle great fulnefle do of necellitie vrge thereunts. 


rheume jetring of bloud. But Hexrwins Yoth re- Henrnin de 
ſtrayne it with certaine limits. He wall not hauc it morbis capitis 
the fignes of 533?" 


There may this reaſon be giuen ofit, becauſe that 


thinne diſtillation, which floweth from the braine 


1nto the ioynts, and being there thickned and ſer- | 


led doth-cauſe che gour, doth nor fall downe by 


any vayne,as Fernelins ſhewethia his anfwere f : o_. | 
| the 


OO — — ” 


- ted 


48 The firſt booke of & +1 

the Phifition Bucherizs, but doch diftill from the 
brayneto the neck & ſhoulders, and trom thence 
to the feetp es Conſecuta ſubcutaneas,hauing got» 
ren for the parts vader the skinne,and be-: 
caule it1s thinne, doth flow valcnſibly. Bucherins 
thought, that becauſe: in the bloud that he law 
drawne out of yaynes there appeared ſometimes 
phlegmatick matter to flow! out with che b 
therefore thac ficame thipping out of the 1 

might be a cauſe of the goure.” Bur Ferwlku dorls 
cobnfurehim, 


and ſhewerth that that which.\wime 
meth ſo whitiſh in the baſen 15a kind ofphlegma- 
rick bloud,fuch as doth abound 19the dſeale cal= 


dingour the vaynes into: he 10yants, thatae 


+ 6an not 'be-drawnc out of the vaynes by tro 


ng 
| PT yer IA gy a. 


my A OE tr Es 


re wore , dorhnot came 
fom te » rn wh ab Gein the 

myers Me neithe 
ai, 4 thimks this tobe 0c, v war” eYYOurs. 


the common | that mall a; &s hon 


of chigmadechane How from hc vayties, yevif 
the party body, 1 will be very danges» 
rous for bim to cane letting} Þ” TIT Yr A 
tcnuating and refoluing diet (which by meanes of 


 hisdiſcale he mutt vic) willmake his plenitudethe 


more perilous, velefle hauing firtt dd 


Hlarwards Phlebotomy.” Ci iv.9, 40 
Me reaſbiy GoAFHnc/ turing of woy- Fomeliur de | | 
bus Galliche, afterthat We the body to {4c e914 | 
heriviſe or chrice Os 6 | 
be ter blowd Md faleſe Ball re, and ffrinerh | 


bloud-lerringis 
equi Galen Toth declare towards Gal. l:bro de | 
oth goth paee ce 


” ſectnem; 
maldrh | 


rather inthe | 
that place which | 
of wore in my ſcnefith | 

al. method, 
angrogr whont yr rr —_— o_ 


e bloud in the other. Humours do ſeeme with Tm” 
Es wy 
pare | y" | 


and! 


diff 
- in=thelower part of 
dibg his brariches lly ro both x 
ſhould feeme rhar the legge is riotonly the firreſt 
(according to ſome) wr 29, re divert or re- | 
uell, but allo the meeteſt place to make euacuati- 
on.” Furhſiu ayth, that Galey doth'eommaund 11/Fuch/. inftie, 
out ro ler Plodd: ia the arme'for two cauſes, 65-2 ./cf?.5, 
firſt, becauſe both the legs irvthardiſeaſe are af- *7'5+ 
fiited, rhough nor both ar once; but p: Hen 40 


afreran other : and lecondly; beeauſe 
the bloud doth only offend in ereaky pork is op 


cr atid+ vicious, asitivsin a hoaratdred t 
ation. Bar ſeeing/the-chiefelt intent of en 
Phleboromy in che gouris roetacuate the fulneſle 
— the whole body, 1 oy therefore ſecme we 
: cally 


a a bo SS - -- 


; "The firſt books of 


"EY & 
cially for that cauſe molt fit to open a vayne in the 
cubic, Asfor the marter of the diſeaſe, iis rather 
ayoyded by a good fit diet, dry, and moderately 
warme, and the.yſe ſomertumes of things that.do 
extenuate and reſolue, then by lecking to draw 

; outeither the caule,orthe nounihment thereof by 
the yic of Phlcbotomy. | 


'1,,CHAP. 10. 7 4 $19; 57 


+ doh wb) DBoctirer: 211013 
. tVhether letting, of blond be fit for ſnob 4s bane: baad 
livers and cold ſtomacks, as alſe far ſuch as hae. 
itches and ſeabs,and ſuch other fantti of the chinne. 
Further, whether is be good for the diſeaſe called of. 
the ſexfring ten the ſexruy, and for the cachexia 
. or bad habiz of body * and finally, what and bow max 


Wont an'ts 
0n/ul.13 2. 


* appearcd allo to have hoar raines; and yet baving 
ſo many parts hoazhad y tomack cold, by meanes 
of theheace of the layer, waſting and conſuming 
thefatneſle of che cawle or ſew, which ſhould cons 
ferue and keepe.1n the duc naturall heate ofthe! 
bowels : and whoailoby theſc occations for want 
cf gaod concoRign,.had many rheumes E diftil= 
lations, making his body very loluble, by n__ 
A... : | Y 


- — wv 


— 


Harwards Phlebotomy. .©43 42.10 3 
of their 7 Es ns otherwiſe ancbin 


I'wi thenin, "= Phlebo- Trizcavet - 
18: bis aduiſe to one which had a c92/1.4+ 
ana aed whe 
allchinneſpict1 


i th gue. body ſo ſpent with leaneſſe and 
c, and moreoner ſa full of crudities, / 
por ſe much as once makg mention of letting of 
As for thetch,which isthought by Melinus 
Philition. to be the ſame which Galey Gal.deſunita 
after Hz rare <vBuar%s ſpontaneh Jafe tt iwends lb. 

wes, The lame « being hin 


| LET EE vato vine 

ltedfaltly e cement, of Galen, who 

vo ty are itch and ſcabs will have 66+ 

aan biaueobartenaalionelarery hae, 
char rather co pluck back then to cuacuate. 

ſhe, commpy opinion of Chirurgians was, that 

&b& more corrups. the bloud was, the eyurae' van- 

entjehe might ſparc of ic..Buthe relyed wh lbidy 

pon that auority.of Galen, Of theſe kinds _— 

us of ſangyification, fn ther from _ 


Mud. 


ernel. 


a/il.46. 


fone. medi- 


< ununarel. haer ta AMontamu, or whett ir 


- 
arr 


6 & np. 
(9a, s wort 
b3(4Þ3Z9s , 


boldly ſe PhieDbrensy\. Melinus th 
erate of Gater pond ho 


"144, and 
thefulnefle 

_ romy/but in uhaohp 

; _— 


> 2.1" "The firſt booke of © 
en er rapes 
fotos Yorthews which ofewtere 0 4 


vfe- wn 

warily but in then hich ate departed 

9/6 it nobut alk» IFrbe good blond be little, and rhe 6 
ther bunyonr touch; thin abtavnc from letting blay 
Aut if the bnamdny be rele ard rhe blo he 


was his owne; and did {6 hn as pee 
delfe, he ſent v4etrerro Fermelins ;hiying ophh 
whole caſe v1ito/Him , and defiringt hint arts 
wwpold ny ee ry bor this 

ter, to the opinion of Meth 


PRs 


or vicious humour min rs 


uſt be # d 
PET: = 


-gze, and-rho hee hey to p_ 

1 a full body; it may _—_ vied e 

when ut commeth by the overmnch heare of the 

comineth 

by che ob Ty es to Fuck. 
« The cachexia, or bad habir of body is percet- 

ucd as PS by many outward fignes, 


which 


= 


Flarward:s Phlebotomy. Ct r.10. 93 
which are commonly t :the ſrelling of the face Trincau deve 
efpectally a $6 the eyes, the Tamas and bo pry curands 
diſcoloured, a ſwelling in , An | 
ade yr wks ings Sore HER 
in your NL ng 0.y: | 
ittle, vomitings vp. of ſome wazery; 
error eb about ru The ſcury, 
(as Wierws deglaretb) it commeth of che obs. Tohannes 


ion of the ſplcene, whereby the rhioges Parr; Wieru frat, 


a ſcorbito, 


_—_—_ is carycd vpwardz and with afliarp. 
corroſion doth infe&t the gummes, and the ; 
part-thereof falling, downe. doth infeR and.{por, 
abc legs. 1 ſhall.neede to fay.no mere of it chen TL 
hauc ſer downe already 1n the eight Chapter con». 
cerning che obſtruftions ofthe ſplecne, and expe, 
rience bach caught. ys ſufficiently, thar much eaſe” 
may come vnto it by the right and aduilcd vſe.of 
Pſchagooge,  Baldwinus Roafſa wy declareth what Baldwia Roaf: 
yayne (1a his" rropeoras) won is to be 1s COMMEents- 
in we fn L wif h fallen dow 'r40lo - Magn 
he counſay! th bloud to Wk ey prey the middle Hr 
vayne ofthe left arme : but if the melanchalick igice 
hath already flowed downe to the hips, then open. the © 
wayne of the kpee, or of the anckle.- leave i 1:0 the 
reader tocxamine and meaſure. Hi ade ac his, 
as well. by thoſe principles and 
have diſcuſſed atlarge 1n Lays Chap 
this prpiene hoc booke, as alſo by wal ED 
other 0 erin ng ts Luk ſhall FI IA 
Sieboe wy inthe 
ooke next f 
hus you have 19 this F355 Rogen the wk Ao 
an nd .ntentionof bloud-lerting briefely lai] ope 
ED what infrmutics eeſricaclett edi 


—_— 'The booke of" rn 
ego require eo e0 to be opened; For (4 
peer de. AR rope aeandue? bum Gale» doth declare) 
-ut,rg, © Ehereare three | points robemarked in the\ 
2len. de ra:;- drife > hed noob of bloud. The firſt js eal-" 
ue curands ed" greatneſſe of the difſe taſe, wherther't\ 
COY bepr i how or tocome, Cs Thethes acure, or of long- 
Eng " riivus. The econ? i bd = wn bs. ed 
-Epid.t,23. too Abe nor too old, os oonkoryc Fx. of that 
| + The third'is the frew of the powers of the? 

fy The thras Galen ehlometies name' 
Gro cher fops and incents tn the marter of 
"Tn 


:4/.method, Phleboromy method of healing he reck6- 
1edend ub.z, netheight, There ave in this o of a wayne mithy 
apguit, ſeojes iond'ob ſeyuarivn, I. nature and tem 

perativre ty, 2. Skbe' rye an 3 bi 


| Sgt, - of abode, 5. the time of the yeate, 
6:the 'r the Pate of tht beawens, 5 the 
of the i aſrwhich we bane in cure, 8. the 


3alen.de rati- ftrenot . Somerimes henamerh tenne 
me curand! eas In his treatiſe of Phlebotomy *: 

er vene ſefli- pag EE Key they br neither children nor old 
———— Phlebotonry, hauthg a regard e® 


s _ ts, 1. the quantity 
pen = Lb oh he 


wroge 


tho 


Harwards Poltmes CHar.io. yp 
the party be leane or gh thele yaricties _ 
Galen bring i into @ briefer , and 
into two ſenerall heads : firit, ſuch ſcopes ps 
whether bloud beto be let or no: cop 
—— ſuch as ſhew what quantity of bloud is to 
betaken, To the firlt,do appertayye the three ge- 
nerall ſcopes of Hippocrates,and to the ſecond ſort 
do belong alſo all the reſt. For ſo be the words of 
Galen : Therefore by the as eaſe, and theage, and yg, 
the powers we know that bl, loud is to be let, but v 
the quaitity of the enacuation ts to 
be Coke not oy by gee 
but by all the other 
intentions. 
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The ET. of Hrdmterth Phle- 


botomy, fav the rules axd tir Wn 
» Rg0ces which areto Fs IJ 


the. wting..or C 
y I FEES pry oe i ; 


% 4 


| Thefirt Chapter. 


(Whether the party that i; to be let bloud hane that 
diftented plenitude , which 75 called of Phiſitions 


| TVp-rathofitorr ing of 
LI A bloud) )is named of moſt writers tobe 
LODI tudo morbi, the greatneſle of the 
diſeaſe, of which I haue no a 0. to write, 
ſceing 1t isin a manner the whole matter ſubie& 
of the booke already ended. When it is found by 
ge Qrure ofched that a vaync isto be ope- 
ned,chen we arc nexttoexaminethe conſtitution 
ofthe party from whom the bloud is ro betaken, 
andeſpecially by all Fgnes and rokens exaQlyto 
waigh whether he haue pr plethoricum, a 
6:/,b.x.de body ouercharged withthe tulneſle of the yaynes, 
compoſiz.medi- or rather with exceſſe of humours ouer the whole 


\cament. ſeciii- body, as Galer doth define it, Plenitude 55 an abun- 
emi, © yz 8s Galer goth gehne it, Plenituae i "hon 


_ 


| are loth romoue by reaſon of 


Harmards Phlebotomy." Ca arr. #7 


dance, or an exce(ſe of humanrs thoroughout: all-the  - + 
body. There are two: {orts of plenicude, theone 1s ,,;, » 


call-d ad vaſayin reſpec of the veſſels conteyning, 


! 


and the other ad vires, in reipeft of che power, not Tu dore- 
tobe able-to beare thoſe humours that are. The ©<4lbidews 


itude quaad aſa , 1s made by Galen tobe.of 
pong the rar calleth: ſimply a plenirmde, 
which he defineth to be the foure hxmonrs being pro= 
portionably mcreaſed. Theiecond kinde he caileth 
a plenitude;with an addition,or a plenitud: co 
when ſoine other' humour betdes bloud doth a- 
bound more then it ought. Theſe I will nor ſtand 
vpon, becauſe Lhaue a deciphered them 10 
the firlt Chapter of the firſt . There retay» 
pech only heere to ſer downe the marks and cui- 
dent ſignes, whereby they may beſt be knowne 


when thepatientcommeth in - - a Ifchere be | owns 'S 
the yaynes and 0-046 


a fulneſſc of bloud tn reſpect. 


18 441110, 


ther vellels, then the colour both of the face and-p;,,,um as 


the whole body will be much enclined to red,after +4/a. 


any itrong motion the vayneswill (cl, and the: 
arteryes beate, a ſweate will-cafily breake our, a 
wearincfle doth opprefie the bady and lims, which 
Ir owne waight, 
the hand can hardly be clutched together, the 
drawing breach will be very thick after exerciſes. 


In the tulneflc-in reſpeGt of. ovcrcharging the po- 71:thora ad 


wers and {trengrh theſe things 
motions ofthe body & lumsare ſomewhar flower, 


the 1s -hcauic bur troubleſome, the. 
doth dreaine that he  urrarged ah 
ſome burthen, and that hecan noe ſtirre hy 
and he feeleth likewiſe a wearuiefeand heauines 


25 1s intheformer, but ics withour ghole full and 


_ Ciltcared 


i. 


do happen, the./ res. 


53 « The ſecond booke of 

Other fignes daitented vaynes. Itthe bloud do particularly ex- 
of blopd - cecdeintheleplenitudes,then ſome do adde more- 
bounding. guertheſe fignes, thepulle thick, full and ſoft, the 
ON Ae Tag enclined to aches,the bo- 
dy ſomewhat coſtiue, the ſpittle fweere, the yrine 
red and thick, the dreames. citherof colours red, 
or of things amorous, and'in women their termes 
viſually in rhe firſt quarter of the moone. When 
OY humour ET 17 x7 Wd 
S} of cho- C . A cacochymy is an unding of other 
Ie chounding Fun eb your) If choler do abound,checolour 
of the face and and whole body will H 
oryellow, or pnibighve porabe rf rs 2 
ry wiltbe watchfull,and of lictle {lcepe, gricfes will 
be moſt on the right fide, vomitings will be often, 
the thirſt much, and rhe appetite-to meate faint, 
the pulſe will be {lender, hard, and fwift, 1n the 
mouth ſometimes a bitterneſſe, the vrine of a firy 
colour, and with lictle ground or ſediment, the 

dreames will be much of matters of fire, and the 
| ' rerimes vato' women happen moſt in the ſecond 
Sionesof Quarter of the moone; If fleame Yo'abound, the 
| Beame aboun.. colour of the Faceand body will be white,the body 
ng, — —itVelfewaighty, far, fofr,and cold; thetaſt weake; 
the griefes moſt about- the ribs, flomack, or the 
nder-part of the -head, the pulſe flow, ſofr, and 
+ ; wil r white, ſomerimes thinne, 
and ſotnetimes thick; withmuch grounds or fedi- 
ment, theſleepeſound and much, thedreames et- 
rher-of ng.,"or- watery matters, and the 
| rermcs" ynt6- women vſually inthe old of the 
'S; moone, Ifey exceede, the colour of 
elancholy theface 'and whole body will- be browne, dusky, 


—— 2 , — — — RR. - 
REIN ſomes 
- —1 
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Harwards Phlebotomy.” C a ap.r. (9 
ſorhewharbeſpotred, frhrbnilihome needelelly, 
#nd ſorowes withour cauſe, the pulſe will be hard, 
the vrine will be thinnc and white,and ſomermes 
when inelancholy doth auoyd ic will bethickand 
black, or black and blew, or ſomewhar' grees 
viſh, ele troubleſome,-and full of fearefuH 
dreames,and the termes to women commonly. af+ 

terthe full. I could here rehearfe many other ſignes 


(whereof Lewin Lemnizs doth make mention) revinus 1 em- 


drawne fromthe faſhions, ſtudyes, and manner nius in libris 


of life of the party, ro make tryal{ of cuery oneby duobus de COM 


the manner ofhis gate, by the deviſes of hg brane, 
and by the Arm of his ations, bur-then 
I ſhould (perhaps) make ſome to thinke too well 
and ſometoo ill ofthemſelacs (although infdeede 
hardly will ary thinke tooll) and 1 ood in- 
erea(e this latter booke-into a'greater 

ther is how tm ular es rare nant +7 
conclude this firſt poyne concerning the pleni- 
irdes; with"the'cenſure and iudgement of Gaterz 
wlio when hath brought chem) all to two gene- 
ralth When the humonrs are equally 
they call i Cnr 12 


;and iS 
we. frrpen 


= 


therap,lib. I3s 


A 


&o l. The ſerond booke of - - 
vicd; butſparingly only, formuch as may caſe the 
Ferndl. plepitude, and rather (as Ferneling doth aduwile) ex 
oonſil.gs, » wnteruailis detrahendo quan; vninerſim & affatine va- - 
caande ; ſublata em af BINS yn 1 
| —_— the ll Chger of tho of the 

is already 1n 
| ion. 65-979 4 

| Car. 2. 


of aleceinfulowie of the remopertons of the perry, 
' what it ts by manner of dyet, or by exerciſes, or by 
| Place of abode,or by ——_— gn ten ni 
' oatdnief hoay): & +2 


& 1 15 not" withour good cantrbar Fuchſas 
< oth require1n Phlebcrtomy, that an ef= 
| peciall regard be had in-1t:of tbe dyer 
winch the party hath vſed, whole yayne 1s to be 
it awe fadeach furfelting,and ſo 
gotten an aboundance of raw humours, lic 15 then 

not to be {ct bloud, as he fecketh to/proque out of 

Gal.liby, 4 Woſerwords of Galen: To tntempergte men, wines 
exrand: ratio- bibbers, and ginttonous ſarfetters, #bou. ſhalt bring 


Puchſuu infiit, F '£ Da 
| feft.z.caf.4. 


deny purging, and letting-of. bloud -r 
yſurferting are already filed wirh 
art Fark doch ewe api) it) 


ps 


thele-loucraigne comedyes, ſcring thatehey baue 
| var Av 9 andhabire lrotarks 


will prdeauly 611 rheulelues againe 
al uoiomelamnorflo det Chet 


oe 


aurwardr Phlebotomy, CH av.2. Ot 
which do oe an intemperate ther, 
1 ankth gather av aboundance of raw humours, and 
therefore we muſt nor ſo much a; endenour to beale 
rhews.. Beſides exceſle and fy ,adu cd 
muſt be: haq whether the parry thar 15. to/be.lcr 
bloud hevewihd(hought ly) fuch drinke, 
or ors fer _ 
up 


6u9\fumouts, theynay | | 
berall bleediyg; but che. lace} conitinyllly labou- 
flag Aeollinga leage inchejr bodies } lefſe ſtore! 
theleflie cndure 


y plenttedl- Phleboromyy Aud! 
any 19c0untrics the remperiture 
of abode'may alſo make lome 
whiely baue4ioar and dry habitations an ſandy 


pacurall hedevfonor ſoa on 
ded alwayes,zhat the x nn gr 
hard weather-ſo extreame+told;, that theibloud 
nal every pntee win 


palrmre 


SODIIR > 5 | 


[yet as.well un. Fachlnfir, 


ofthe labr.2. ſeft. S, 
,C4p-4. 


,to v/canpgreat: cuacuation LE 
by Pheboromy, es pans as ate by bi s 


eherapent I wowmg rms ard. , "PN 

apentic. e 

6b.1.cap.13. liber allewacuations. yr gw 

lamp all og forc trol okerings 
oO is rce, asto 

a —_— - | pH 


{ Pllcbexomy. Forthey which havebinoſeen accur 


 Gomedtoir,do incurre more danger/in om 
_ then they anonet erect 
Hippocr. CG out as@genceal axiome, 
2-Apb.59. Gefen 


thail we wart neuer 


pron 
clare Jeet ee ane EDESED 


oaM On anus me 
dtcime Viliuer- 


ſalis part.;, 


Gal.therap. 
| meib.{b.9. 


Hl | "fuxofcholerf 


Harwards Phlebotomy. C1 Ap. 2. 62 
becillitie ypon cuery lighroccafion, they ſwoune 
and faint away, and arc theretore vnhir cobeler 
bloud. By the lowing of the choler to the month 
of the ſtomack,he ſheweth what indeed doth moſt 
offend the ſenf<bilitie of that place, and bring noe 
only ſwouning, bur alſo other-great dangers. For 


as Galen writeth, The mouth of the ſtomack, by the Galen lib 2, 
quicknſſe of the ſenſe thereof doth bring both many 0 ed hr. 
ther ſymptomes,; and alſo ſwounings. From the hucr pertices, 


and che gall there aretwopatllages one greatecr,che- 
ocherleſle. The greater ad che gur, 
which is called ee/wnmm, and the iefle goeth to. the 
bottome of the:ttomack... Some baue but one of 
theſe paſiages,, by meanes whereof many times 
cholenck men, becauſe they haue cnly that/paſe 
ſage which gocthto inte/tinums ieinanm, and want 
that paſlage that ſhould go rothe botrome of che 
Romack,do neuer vomit choler; And onthe other 
fide, others that are phlegmarick do vomit often: 
choler, becauſethey hage rhar paſſage which gocrh 
tothe bottome of che itomack, but wanerhe other 


which ſhould go to the gut called icimmmn.) Mon- 47 


Canonem 17, 
AHICEHRR, 


rams laythof theſe;chat infelititarem babent d rene- 
ratione, they are vnhappy bythe mmanneraÞ rows 

cation and birth, Thoſe which have the paſs 
ſage wholy tothe ſtomack, whercby choler-ista- 
ryed to the mounh of it, are*knowne (as Airen 
layth) by this;thar they. hauerthe mouth often bir 
ter, and do yvonne choler vpoty cuery ſmall cauſe, 
fuch haue porum infeliciter compo) ”, the 
paſſage ofthe gall valuckily' thade.- Axicey Thew< 
ech, that if there be a neceſſity of letting bled int 
any that hath any of theſe impediments, rhe party 
hath neede to-be prepared'and Rrengthenetd be# 


tore 


Or 


tan. it: 


Monton . m e * 
dicine UN eT- 


Jain peart.;. 


aad tluck ; for then forrwo orthree dayes before 


ka ©... aac 


fore any/vayne be opened. The manner how 2t . 
mutt be done hall appeare in the Chapter follo- 
10s Ciyar yg; "55, 


Whether the bod; hawe neede to be prepared before let- 

A ning ef blend, \ | 4 p | 

and \ | __ ' 
'Fthe party (from whome bloud muſt needes be 
Paies befound to hauc a great fenfibilitie of 
che mouth of the Romack-(whichis. knowne by 
this, that if you offer any ſharp, fower, or bitingj 
thing, ſac. as is the tuice of limons:or pepper; be 


it chaglerido flow vate the ſtomack by the valuc- 
kinefic of che paſſages ofthe gall,then gine warme 
water, and ſ;71pis 4eptoſra, and pronoke a vomit, 
and when the choler 45 by yonur caſt out, ſtreng= 
wp wy ens a morſcll of bread, and io 

tre yayne be opened, An other occakon may 
be of, ancedefull preparation, to wit, 1f the party 
thag1s tobe let bloud; have! his bloud ouer-grofle 


letting 


as © aj os . dic. at 


- 


Harwards Phlebot _ CHaAp.z. od; 
letting bloud, he mult vſe extenuating things, as Fach. _— 
a decoQtion of hyſop, ,nep,wild maricrom, and pe- #6:2.ſet?. 5. 1 
nyriall, in which 1s boyled a httle white wine and © 467% nay 
hony. Fachſuu addeth further, that bathes may 7 Saad 
| alſo ſometimes vicd, eſpecially when blond muſt lf 
be ler in ſome part farre from the luer, as in the "4 
hands, orin the feete, But in a full body and in ſufþi- } 
Cion of an inflammation, the wſe of bathings muſt be 
auoyded as very pernicious. Trincaucl commenting Trincauel, int 
vpon Galen, atter thathe hath ſhewed that bloud- cx envi 
lerting doch not require ſogreat a concoRtion of '* ” | 
humours as other euacuations do, becauſe bloud Gale = 
hath no neede to be prepared for the bringing ye arte cure- | 
| forth, vnlefſe when it is too thick we do by ba- tina.cap.12, 
things or ſome other meanes make it more thin, 1 
that © may flow more readily, yet ſometimes not | 
only concoRtion, bur alſo euacuation by porging | 
muſt go before Phlebotomy, not 11 reſpeRt of the Aj 
bloud, bur in reſpe&t of ſome other danger, as he {> 
giuerh an inſtance of quoridian agues, 1n which ; 
there is much fleame gathered 1n the ſtomack,and | 
) many cruditics in the firſt vaynes, vnleſſe this ; 
| fleame be ficlt digelted,and drawne ovt of the fto= | 
| mack,ir may be (as he proueth out of Galen )thar G4'en deſenit,, 
whe che yaynes are emptyed by Phlebotomy, they ©* OR 4 
| will draw that raw fl-aive, and diſperſing it by 0- 
ther vaynes into all che principall parts, will make , j 
greater obſtructions then 7 nent : he concluderh, 
therefore let firſt the fleame be either concoited by th f 
ftinence, or brought out by a vomit, or auozded by pur- 
ging, and then wearſf thou ſafely open a vayne. Galen | 
| 


fayth, In 4 faint body wherein is little 909d blond and Galendib.a, 


MANY AW humours, Phlebot omits do aword the good, any "gas 


and as for the exill, which is comeyned efþeciall 1” > bs 
F Vaynes 


4 " , hy. 
. 


66 The ſecond books of 

vaynes about the liner, and mnd-bowels, they do pluck, 
Mont.med cin, them into all the body, Montanus wriung vpon the 
"mnaſpart.z. erght Canon of Awicenna,doth diſcuſle this matter 

at large: Let vs luppole (fayth he) that there be a 

raw humour without the mefaraick yaynes, yet 

Auicenza wil laue vs then toabſteine trom bloud- 

letting, for the raw humour 1: drawne into the inward 

yon the obitruition 1s made mu _ the 

ener increaſed : we therefore gine firſt things t 

concott, mn ſuch things an tri ——_ 

3al.libr.g, vames. He alleageth the aduile of Galen, who pre-, 


ieſanitaze Acribeth, that if there be any raw humburs inthe 


'nenda, melaraick yaynes,we ſhould abſteyne from dioſþo- 
 biticum di | and from bathes, becauſe 

they do diltribute into the vaynes, and that we 

let only fleeptluffice, and the vſe om ag <4 

reon, becaule that doth concoRt humours, and not 
diſtributethem into the vaynes. When the crudi- 

ties being concoQted we come to letting bloud, 

Les then Axicen doth there countayle vs, that ifthe 
Cau8, bloud be litrle and naught, we muſt take but an 
© ounce or two, and rctreſhing the patient with 
ſome 1neate of the beſt nouriſhment, then to take 

the like againe : which Aſortanus doth thinke to 

be y ſame inwar5, or tempering of humours, which 

Cal.libg, Galendoth ſomuch require, This impor tempera= 
med. me tio humoram,is nothing elſe but by little and little 
_ 159 «p=2101t0 rake away bad humonrs, and naw megtron, 
Tr.ncavel * toadde and reftore good bumours. Trincazel giving 
£0.77 His aduiſeabouta woman who had the termes ſup- 
1 prefied, although he perceiued her to haue a rea- 
tonable full body,and to be of the fitteſt age to let 

| bloud in (which he accomprteth to be about the 
| forticth ycare) yet becaulc there was in ber body 

| abundance 


| 


: 


. rawphlegmatick matters, but alſoin aboundance 


- by reaſon of the tempering of the humour bloud 


OO CET == — 
_ » 


Harwards Phlebotomy. Caar.;, OO 
abundance of raw, grofſe,and tough humours, he 
did appoynt her to abſteyne from letting bloud, - 
If you take away bloud, you take away the bridle of raw 
matters, and make them more raw and more groſſv. 
He buildeth his counſayle vpon that precept of | 
Anicenna,T ake heed that thog bring not thy patient to , 
either of theſe two extremities, either to haue cold hu- ti 
mours made raw, or to hane the hoate to be brought to 
boyle and bubble. Montanty diſcourſing vpon Ami 0 | 
cemna his canons , doth require that nor only in ;, nem; | 


of choler, ſome auoyding of it ether by vomit or 4 

ng, ſhould go before Phlebotomy, leaſt the \t 
bridle, to wit, bloud being gone, the fiercenefle of | 
choler ſhould more in . In thoſe, in whome 


muſt be let alittle atonce and often, Galen doth | 

wiſhidbwellthereltemtingetthnn i as ofthe ©len-lib.5? 

Phlebotomy. As many as ſhall ſceme to 

bloud, when you haue ht them to ſome prob 

humonr,yoa may let them bloud,and then refreſh thems, 

and againe you may purge them, and afterward refreſh 

them, and agame you may let them blond, eþecially - 

them whoſe whole bloud ts like vicious and thick ſlime, 

Bur he addeth ror but tn them which _ 

ſtrong and full of , youu may begin in them wi | 

rs. mas So ſayth Farmelins. eds the feuer ſ5- Raweny mes 

nochus you wult let bloud fraightway in the begin- EEO | 
| 


without any purging before. But1n what parti» ,;; /bri6 
us more rg Aga, 4. begin with Phlebotomy Os 
and in which not, it 1s ſhewed in their ſeucrall 


| Chapters in my other former booke, | 


Concerning ſuch as dothinke that the body is 
A — —— it befirſt cuacuared | 
z w 


LS - 


68 The ſecond booke of 
with ſome purging receit or potion, the learned 
Alex Meſſe® Afaſſaria doth mightely condemne them which do 
-2xwos, wn nener attempt the opening of a vayne, vnleſſe they hane 
bus pag.z08, firſt once,or perhaps tr1ſe,or more often vſed ſome pou 
ging medicine,» bich without doubt doth trouble the fit 
occaſion of the remedy and us altogether contrary to the 
dofirme of Galen, who doth teach, that in wu 4 
ming of diſe:ſes one of the two remedies may be fu, to 
wit,cither Phlebotomy, or purging, but in nowiſe both 
of them : Sothat if a man do dil1gently marke this kind 
of healing, which now ts commonly and exery where 
prattized, nothing can be deniſcd more filthy then it, 
| nothing more repugrant to the decrees of Hippocrates 
Merevrialis de and Galen, As Aercarialts in his treatite concer- 
morbu puere- ning thefwall pocks and meaſcls doth forbid pur- 
0 ag *** ging medicins to be received 1nto the ſtomack at 
woes luch exme as nature ſhould expell the diſcate by 
the skinne,becaule ſuch purgations dotrouble the 
motion of vature, and yer at the ſametime doth 
allow a clyſter. ot barley watcr one pound and a 
halfe,otoylc of violets foure ounces, of butter three 
ounces,otred fugar candy oneounce,or of cach of 
them proportionably a lefle quantity if it be fora 
child, and doth there condemne Nicholas Floren- 
tins, for that he forbiddeth the miniſtring of a 
 clyſter,at ſuch time astheſayd diſeaſes do begin to 
Mtercur. bid, breake out : for (layth he) it is a fond thing to thinks 
that the motion of nature t: hindered by clyiters, ſeeing 
* that they do works only m the bowels, and the mot. on of 


nature us both neere the chinne, and in the vames, net= ( 


L 


ther do clyiters ſo onertbrow the poners that we needs | 
to conceime any feare. Euen. lo, for as much asin lets 
eing bloud, our dritr 15 eſpecrally cither ro caſe na- 

ture, bctng oucrburdened, orto expell lome dan= | 
$21'% gerous 


. 


Harward: Phlebatomy. CH v.17. 69 
rous cauſes of putred matter, by tranſpirations, 
ſvcatings,cuaporatings and ſuch hike,very cxpe- 
dicnt it1s that we auoyd ſuch purgings, as wherc« 
by the worke of nature may be ether troubled or 
weakened, and content our ſelues with a more fic 
preparing, brought to paſle by glyſters. Ir is a 
great faule amonglit very many in England, thae 
they are ſo nice ang ſcrupulous in recctuing of a 
glyſter, as ſeeming ro ſutpeet ſome danger in that, 
Slich indeede 1s the moit cafie and harineleffere- 
medy of all others. Andas great a faul it 15 in ma- 
v ny of our countrey Surgeons, whicilo boldly do 

commonly prattile the opening of yaines, neither 

hauing before any dwechion of learned counſaile, 

| neicher/bgingethemlelucsRored with chole things 
| which ſhpuld orderly prepare their paticor there- 
vnto. They which downipitter-purgiagpotions at 

that tune, when nature doth begin tomoue, ſay 

they dour-becauſe nature doth moue ynperfeRly, 

buc tothem Mercarialss. doth anſwere, mtelligere 


Mercur. ibid. 


an perfetle, moucat, in initio nonpoſſumu, we can nog t'59* 


know wthe beginning whether nature wil works 
1 ny 8 no.\ The ohne ſurett way 15 by a 
clyttcr.io.co cafe thetulnefl: and coftiueneile of 
the body,chat we do notdiſeale thecmprinefle and 
looſenefle of natures powers. If the impurities and 
ccuduties be abouc inche ſtomack,then ſhall it be 
requiſite, before Phleboromy to. vie ſome vomit, 
l asto take. of the decottion of barley two or three 
ounces,of oyle of lwecte almonds and oximel fins 
plex each, one ounce, of oyle of dill zwo drams, 
mingle them and give them fora potion, Or it the 
macrer ofler and colder, take ofthe ſceds of 
rocker, legkes,radiſh,% broome, each the waight 


| 
| 


. 


Maſſarialth, | 
de fcop mitt ene 

di ſangunem 
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70 The ſcoond booke of ; 
of a ſhilling, ofthe roores of alarabacca and 


ny, cach the waight of fixepence, boyle theſe in 


warter {o much as being well boyled wilt-make a 
good draught, andberng ſtrayned diffolve tnto 1t 
ewo ounces of oxtmel ſimplex and drinke ir off. 
Inrhoater diſeaſes the former will be more cotiue- 
nent. Fit yonitts and clyſters they make aprepa- 
ration ſpeedily, and do nothing troublethework 
of nature 1n expelling to and by the outward 
parts. Purgations if they be ſtrong they weaken 
nature : if gentle, then. are they long in working, 
and hauing ſome hoatequahicies i them! , wuſt 
needes as well by their heate as by theirdrawing 2 
contrary way , trouble-that worke whereunto 
Phlebotomy 1s dogrpenis a per 9 
Door of Mountpclier, writing of thatTy noctius 
or hoat cortnnall x apr vroceedeth of bloud 
inflamed 1m the yaynes necre vnto the heart, after 
that he hath appointed to begin the cure with pre« 
ſent lerting of bloud, W hat houre of the day' foener 


bt be, for feartleaſt the blond do erecye onto the lungs, 


Henrn! mes 
thod. ad praxi, 


(6,1 pageb, 


and th ſhould come an 1 = eo, 0 
lungs, or leaſt it ſhould ſlip mto the bulk, 

ſhould ariſe a plenriſie, or finally leaſt it ſhould putrifie, 
aud fo there ould bematriturredngw of 4 rot puu- 
red; he ſheiveth after howthe body muſt be made 
fie for this Phlebotomy, not with a-purgihg po- 


tion, leaft while the purgation us long imworking, the 


patient ſhould receine harme by the aboundante of boy- 
ting blond; but by a clyſter made after this ſort . 
Take of the foure emollitiues each onehandfull, 
(thefoure emovllitiues are,as skilfal Fexrniny doth 
lor them our, 1.tnallowes, 2, marſhmallowes, 
z- riolcrs, orin ſteadrhercof pellitory ofthe wall, 
| OL 


535 6s lh. ad. a. 


ly 
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or mercury, 4- branck vriine, or in itecde there. | 
| of beets) of endiue and letriſe each halte a hand. | 
| full, cenne prunes, boyle all ina reaſonable quan- 

tity of water yntill che” third part be conſumed, | 

then (trayne it, and take thereof onepound and 
| a halfe, difſolue into it of cafſa newly extrated, 
| and red ſyugar-candy each one otnce,of falta litele, oo 
and you haue your clytter, In ſtead of the pulpe or 
flowers of catſ1a, may be vicd diacaſſia Meſue, or 
diacatholicum Nicholas , or eleftwarium lenitiuum | 
Rhafr, any quantity betwixt halte an ounce and A 
an ounce od a balfe, according to the ſtrength of | 
the party : the moſt conuenient oyle to be added | 
to them 13 the oyle of visſers. In ſtead of the afore- | 
fayde things the 'clyſtey'may be made of a little | 


OY _— —— 


ſoluble oe and the yolke 
of an egge ſtirred and mingled, and ing into 
it of bn and freſh butter each ( re. firtt 
melted rogether, theſe be the ingredients moſt fit 
for the clyſters of ſuch as are to be let bloud. And 
}f any Surgeon by reaſon' of his ſeate and place;of 
abode be ſo ſituated, that he ſhall be enforced 
| ſometimes to open a vayne before the counſayle 
| of a learned Plyifition' may conuemently be ob- 
| any let him be carefull to hane ſome proutfion 

theſe things in tore;ashe tendererh either the 
teſtimonie of a good cofiſcience in reſpe& of him- 
| ſelfe, or ſound Co health in'regard of his 
| tent, For (as e 1s ſhewed) many are the 
armes and dangers whichenſue, ifat the crime of 
letting bloud there be crade and corrupt humours 
in the ſtomack and bowels, preſt and ready to be 
ſacke and drawne into the yaynes now newly 
emptyed by the adminiſtring of Phlebotomy. 

= Cua% | 
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Of the age, ſexe, frrength, and ſolubilitie of the party, 


whether old men, or children, or women being euther 
with child, or haning rbeir termes, may be let blond. 
| M/ſo mhether any vawing, bodies either too ſoluble 
or 109 coitine man be let bloud, 


FESFOr the beginning of old age there is 
Feaggy no quetion but chat bloud may be ler 
= 3) very fafcly.1n.17, 1f other things be cor- 
De W-elporadent. 7 rincaxel laith,that abowt. 

"CE——_RS he fortieth yeare. of age, that 15,about the 
beginning of old age, we-may mo/t filly be let bloud. 


G/en de ſa2i- Bur Galen dorlomake three degrees ofald age, the 


tate tweiids 


kb.y. wu fac. 


\ 


'. Trincauel in 
 rudimento 

' contra Briſſo- 
[4a7, 


firſt he calleth ««4->, fignitying ſuch as haue 2 
greene and luity old age, ſuch, as are able yet to 
dcale in the aftayres ot the world. The ſecond he 
callech wmibuiz 77 worxrhe iniddeſt of old age,more 
fic for {lcepe-and reſt then for toyle and _ ro 
whome agreeth that os on 5124 
Vt lawit ſumpſurque cibun, membyra ſopori. 

Whe waſhc he hath food for ſultenice receau'd, 
His linsof reſt and {lcepe,let ſeldom be bercau'd. 
Thechud fore he nameth #429: ſuch as are ready 
to be ſent away, and haue one foote ip-thegraue, 
Alchough many be very much ſtricken 1n yeares, 
po if they fall into thoſe diſeaſes which require 

loud-lerting (as ſomerimes they do) then may a 
vayne be apencd as Trineaxe! ſhewerh, that 10 2 
pleurifie bedid let an old man bloud, being three- 
{core yeages of age, and he did happily & {peedily 


ecouer : burhemade choyce of the yayne ofthe 


 ahckle, 


| þ=| 


CLE” 


Harwards Phlebotomy. CH 4P. 4. 73 
ankle; and bad a due regard of the ſtrength of the 


party. For as Galen ayth of diet, ſoit may be ſayd Galen lib.y. | 
of Phi botomy, if old men do newer ſo little exceede 4 _— | 
a due meaſure they takg great harme whereas yong men ſanitate. 


though they tranſoreſſe very much, yet their harmes 


PA 


are of ſhort continuance. Fernelits recordeth of Ra- Fernel. lib.2., 
zes, that by an occaſion of a yehement pleurific he 7/065 me- | 


did open a vayne euen1n crooked old age, but the 
old verſe mult be remembred, 
JEtatis media multum de ſanguine tolle, 
ſed per atque ſenex tollet vierque parum. 
Middle age mickle, 
Old and yonglitle, | 
As for children how old they muſt be before they 


an adnut Phlebotomy, Plateris ſayth,1f they paſſe Platerus de 
once tenne yeares old, if danger of an inflammation ftbr/i%1s 
do hang ower them, 1 would be bold to open a vayne, 18-25 
Fernelius doth aduenturefurther,for when be hath Fernelins me- || 


ſer downe the example of Anenzoar, who with 194i medendi 
libr.2.cap.11. | 


ood fuccefſe did open a vayne un lis owne ſonne 
being three yeares old, he after makerh mention 
of bis owne praGliſe, Thi; we do commonly proue,that 


inthe ſrxt or fift yeare of age three or foure ounces of 


bload doth end ihe plexriſie and ſuch grienous diſeaſes. 
He addcth his reaſon, becauſe they do often bleede 
at the noſe and finde helpe, and why ſhould nor 
arte imitate nature 2? He concludeth, There is no 
age which carnot indure ſome meaſure of euacuation. 


. 


| 


Aontanus doth giue, ewo realogs why children Montanus me 

ſhould nor beet bloud, .Firlt, becauſc bloud 1s. as dicine Vuer- 

1t-were the foode of chiles ering that thereby /49*P477-3+ * 
o 


they are nor only nouriſhed, but alſo do grow and 
ancreaſe. Secondly, becauſe when bloud is taken 


away, one part doth ſuccecde inthe place of an 


other, 
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other, wt non fiat vacunm, becaule there can be no- 
thing cleane yoyd andempty , and thereby the 
body is made either windy or thinne and ſpungi- 
ous, and all the powers reſolued, as there he 
Galen thersp. neth by the auCtority of Galen. But no doube al- 
method.ub.12. though Galen doe rehearſe children amongſt the 
| number of them which are not fir to be let bloud, 
as when he forbiddeth Phlebotomy to thoſe which 
Salen method. are apt by nature to hane the pores open a4 children, 
'berap. Ubr.9- and likewiſe when the conftitution 1; very hoate and 
&ry ; alſo to all which are of a thirme habit of body, 
and moreouer to them which haue the month of the 
Stomach either troubled with a ſhary flux of choler, or | | 
weake, or of more ſen/ibilitie then it onght to be : his \ 
purpoſe is not vtterly 'ro condemne letting of 
loud in all theſe forts of people, when ypon vr- 
_ gent neceflity they aredriuen to it, but ro ſhew 
that it muſt be done as ſeldome as may be, as fpa- 
ringly as may be,and alwayes carefully endeuou- 
ring to remedy and meere withthat impediment | 
ond danger for which the prohibition was made, 
and whereunto that nature 1s found moſt ſubieR. 
For in an other place Galen allowerh Phlebotomy 
3aten. ltbr.de jr children. Some Phiſitions thinke that children hane 
4 per Pblebo- ”s h, but they thinke amiſſe : we may let them 
ICT, blond if the diſeaſe be great. But Galen doth inthe 
ſame place except mis yong children, and he cal- | 
Ieth m#izyong children,vntill they cometo =o 
| befourtcene yeares old,and "ou _ age ES 
- , not permit their yaynes to be opened. But if 7 
ne 5 hoat agne (which be hath ſpoken of in the line before} 
bb.11.14 Fſhallbe in ayong child not yet fourteene yeares old, it ts 
rot rood to ſe Phlebotomy , for in ſach warme and 
moiſt bodies enery day there floreth out and vaponreth 
4 a 


_- 


” 


| Vloud,being burthree yeares old: or = tothinke 7-09/43+. Þ 
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or ſweateth out very much of the ſubitance of the body. | 
Hippocrates alio doth nor allow Phleboromy 1n | 
yorg children, becauſe their ſtrength 15 ſoone o- 41;,6oer.r.4e 
verthrowne. Omuickly doth the power decay in chil- ratione uittus 
dren, by meanes of the ſtore which they hane of flowing 16rb.45- 
ont , but it will continue ſuſſicient in flouriſhmg age. * 

Many doe exclayme vpon Galen, as though his 

prattife of Plfick were too ſtrong and violent fot 

the preſent eftare of mans nature. Bur we ſee in 

this poine that 77ypporrates and he are a great deale 


more wary and circumſpeCt, and more loath to 44 


overcharge the ſtrength of man then many of our ' | 
lare pra&ticioners, Ithinke it farremore ſateto fol- 9 
low tliem, then to be fo raſh as to 1mitare thoſe | 
Spamſh Phiſitions, of whome Afaſſaria doth re- | 
port,that they yſc toler bloud i mfantibuswix an- ——_— + 
num ſecundum aut tertinm natis, in infants ſcarce g;;;er 4 [an 
two orthree yearesold : or that bold Amnzmzoar, pag.ss. F 
of whome -4r:erroes writeth, that he let his ſonne 4«errh. 


j 
4 
| 


that the experiments of Fernelins, Fuch/ins,and Va- rerndl methoa,. 

_ who to let bloud at five or medend.libr. ! 
e yeares 0 Pugh perbaps ſometimes they <4-1t- | 

wrought good Ca are hedefate to be beet 

_ my y_ by vs. For the reaſon which 

Fernelins doth a , thar ſeeing that by eruptt- 

ons of bloud out of che noſe, chey Ende + fr eaſe, 

and therefore the Phiſition alt imirate nature. 

Maſſaria anſvrereth; that he hath” often obſerued a1aſari. 

thatthofeervptions of bloud in children haue not pag.5% | 

bin heal:hfull to them, bur haue bin occaſions of / 

drophes, and of bad habits of body. And for the 

experiments which (as they fay) haue often done 

NO cnn FEET 29 err in, 
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ot fortune then of any good realon,or elſe thatthe 
help was ſuch as whereby they were better vacu= 
red then cured, For many may haue for a tune a 
mitigation of paine,for whichafterward they may 
be ſory for many yeares following. Bur if yong 10= 


tants (who vodoubredly may fomerimes tall into _ 


hoate agues called ſinochi, and that allo with a= 
boundance of bloud) may not hauc their vaynes 
epened, what courle 1s then to beraken withthem 
inchoſe feuers, which can hardly be taken away 
without diminiſhing of bloud ? Mercarialss doth 
appoynt two helps tor them, the one by cuppings, 
and the other by leaches. The leachcs being ap- 
Cave aut natibus aut cruribus, they do draw out 
lo 


ud by folmall holes, that there us no danger of 


waliing any vitali ſpirits. Asfor cuppings, where- 
as Rafes doth defend that they may be vied vato 
children at fiue moneths old, and Anicenna wall 
not haue themyvied varillthe tnfants be atleaſt a 
yeare old. Mercwrials tadgeth x more ſafeto ſtick 
ro the opinion, of Axicen, not to vie them till the 
cluldren be a yeare old, and that with theſe three 
conditions, firſt,thatthe child be full of bloud,aud 
of good ſtrength, ſecondly tharehey be ratherap- 
plyed tothe legs then 5o the ypper parts, becauſe 


| bloud drawne from the lower parts doth not ſo much 


Uercurial. de 
”Ii b.pter, 
bes 2\{4P. 3s 


impaire the ſrength nor waſt the ſpirits, as that nhich 
i drawne in the vpper parts: andehirdly, thatthere 
neauer be taken abouc' one cance or two at. the 
wot.In the Chapter tollowing be addeth an other 
caution,to wit;thatif we iceke to draw bloud our 
of places tarre off, we apply ſuch cupping 1nftrae 
wcnts as haue.wide and large mourhes z but if we 


purpolc to draw. from ncere places, thea to ks 
| ſu 


- 
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. uoyded atthoſe tumes when there is moſt danger 
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. ſuch as haue narrow mouthes, and therefore if | 


we apply them to the legs, they mult have wider 

mourhes, and if tothe places about the loynes the 
narrower. Galen tpr old age telleth a pretty hiſtory G2en.tib. 12, 
of a mad Phifition which rathly did let himſclfe method.me 
bloud. A certarne Phiſition of fifty yeares of age, be- 46#4s.Cap.te 
ing now a ſeauennight ſick and not very ſtrong, . wa 

a great pame in ls head. not able to ſtay untill ſome of 

his fellowes could come to him, did mn the night time let 

himſelfe bloud and his paine quickly ceaſed. But 4 long 

time after he was diſcoloured in his body , weake m 


UI -o—_— 


 Prength,thinne and nr thout nouriſhment ſo that hardy 


ly he conld reconer that habit of health n hich before it 

had. #| 

For women being with child Montames fayth, Montan. medi= || 
thar wee muſt greatly ſuſpe& as well _— of cine wninerſal, | 
bloud, as ary other evacuation inthem, both in {#773 F-| 
reſpe& of the nouriſhment of the woman and | 
child, and allo for feare of an abortement or vn- Cf! 
timely birth, Eſpecially he will haue them to be a- | 


of yntimely birth, that is, before the fourth mo- l 
neth, and after the ſeauenth moneth. For whereas | 
Hippocrates doth permit to purge women with 

child, being foure moneths gone, wntill they come to yimporr, 4, 
ſeanen moneths, but them which are yonger conceaued, apb.x. 

or which bane gone longer we muſt beware of dealing 

with them; Galen commenting vpon that place, 

doth cowpare the child in the mothers wombe to 

the fruit ofa tree, which when it 1s very yong 1s 

ſoone fetched off with any wind or blaſting, and 

when it is very ripe, 1t 1s ready to fall off i ſelfe, 

but 1n the middle time it will remayne ſtrong on 


thetree againſt all Rormes and tewpeſts:; So the 
ufang 
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infant inthe wombe 15 molt in danger of yntimely 
birth, when the woman is cither 1n the beginning 
or towards the end of her accompt. But Monranu 
fayth, purging bringeth more danger then phlebotomy. . 
Phlebotomy 1s then the more dangerous if the 
cluld be grear,as 1snoted by Hippocrates, A woman 
being with child is deltnered before her time, if that be 
great wherewithall ſhe is conceaued. Galen expoun- 
ding thar aphoriline, doth giue the reaſon of it, 
becauſe the 70m the infant 15,the larger nounſh- 
ment 1t requireth, Yet Montanws addeth,..that 
{gmetimes women with child do receiue much 
good by opening a vayne eſpecially if they be full 
ot bloud : he ſayth, 7 hane ſcene ſome ſuch women, 
that if they bad bin let bloud enery moneth, it would 
bane bin without danger ; and agame, if they had not 
had ſometimes a vayne opened, they would haze bin ſo 
griewouſly ſick , that there would hawe bin danger of an 
wntimely birth. When ſuperfluous bloud 1s taken 
away , the foode remayneth more holelome for 
the clulg . Fernelizs doth more plainely op 
himſclfe agarnſt the axiome of 7ippocrates,and yet 
not in his owne words, but allcaging againſt hun 
this cenſure of Cornelizs Celſacs : Onld Fhiſitions did 
thinke that childhood ard old age could not endure ſuch 
# help as 1s Phlebotomy : and they were perlwaded, 
that the woman which ſhould vndergo ſuch a 
kind of curing, ſhould procure an vntimely birth. 
But afterward experience hath ſhewed, that none of 
theſe cautions are perpetual, but that better ob ſernati- 
ons are tobe marked, vito which the Phiſitions conn« 
ſaile u5 to be diretted, for it chilleth not what are the 
yeares of age, nor what the party doth cary in the body, 
but what the ſtrength us : a ſtoxt boy, a ſtrong old _ 

Pr 
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and « woman with child haning an able body , may 
ſafely this way be cured. As Montanu doth limit and 
reltraynethis liberty, appoynring it not tobe v+ 
ſed, vnlefſe the woman ” very full of bloud, ſo 


Maſſaria doth l:kewiſe require, that the Phiſirion Alex Maſſe- 
ſhould not only reſpe& rhe preſent eſtate of a wo- "248-297: 


man being with child,but to forecaſt how ſhe ſhal 
haue ſufficient nouriſhment and ſtrength to hold 
out, vnto the appointed rime of her delinery. 
Concerning women hauing their termes, whe- 
ther they may ſecurely be let bloud, it is thus re- 


folued by Montanws, writing vpon the ſeauenth Monteann 
canon of Awicenna concerning bloud-letting,thag Medicine 


if they haue them immoderately, then may they ng 4 nt 


open the vayne baſilica for diuerſjon. But if mode- 
rately and naturally, then is Phlebotomy nor re 
quiſite. Yet he ſayth, if ſuch a woman hauca pleu- 
rifie or a ſharpfeuer, and be in danger that ynlefſe 
the flux of bloud be caſed by ſpitting,there ſhould 
come an inflammation of the lungs, and voleſle 
the force of the humour flowing to the breft be 
ſtayed, there would be danger of a fuffocat ion, 
then muſt the ſaphena be opened, though the woman 
haze her flowers. For coltiucneſle, I rcterre the: rea- 
der tothe third Chapter of this ſecond booke ,how 
it muſt be correfted before Phleboromy. 1 \s for 
the flux of the body, Plater doth giue a c aucar 
generally,chat ſuch perſos as are apt to ſwou nings 
ſhould not be let bloud whe they haue a dia rrhza 
or looſenefle of the body, becauſe the flux doth 
make them more apt to ſwoune, But othery'ayes, 
letting of bloud is of it ſelfe good for ſuch flu x58 as 
Awicen ſheweth in his fourth canon, and v pon it 
AMontamn, becauſe there can be no vacummn , no 
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C:2o165 med. voyd emptinefle, therefore there 1s made an at- 
w7'inerf, traction out of the whola body by ſucceffion of 
2 perts; one yayne draweth troman other, vatill at 
the lait it draw from the ſtomack, as the hike doth 
happen in hunger. Now when the vaynes haue 
drawne firſt one from an other,then they fromthe 
N liver, then the liver from the mefaraick vaynes, 
, and the meſaraick vaines from the tomack,there- 
by the moyſture being plucked away, the body is 
made more bounden. And beſides that ſtimula- 
ting and tickling choler which did before paſſe 
8 downe,and cauſc the flux to be more violent, ts by 
ihe Phlebotomy drawne back from the bowels. Bur 
how 15 1tthen that ſo many vpon letting of bloud 
do become ſtraightway looſe bodyed ? Montanus 
doth anſwere out of Axicen,that it is von per ſe, ſed 
accidens, not of it ſelte, but by meanes ot ſome 


; | o:her accident,as of ſome timorouſneſfſe and feare, 
tt or clſc by ouermuch cooling of the body, when by 
. bleeding, much of che ſtrength is relolued, Ferne- 


L ., . bin fayth,Theraw and wndigetted flux which hapneth 
| ey xg ina burning fener, the Grivenk ragyras the 
ded cap.ut, drinking of cold water, doth not forbid the opening of 4 
| vane, but a regard muſt alwayes be had of the power. 

Alexander Maſſaria doth adule, that it the flux do 

come ©t yenome, or any poyloned humour, we 
Alex. Maſſa ſhould notlet bloud, becauſe the greateſt violence 

wria (:b.de ſcopis us then offered to the powers, and the ſpirits are in dan- 

- 8 ſangu, ger of ſainting. 
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Of the kate of the diſea ſe, what conſideration muſt be 
had thereof in bloud-letting, and in the examining 
of the ſtrength of the party which we muſt regard 1 


moſt, the vertue animal, or naturall or vitall, 


= Hereas cuery diſcaſe hath foure ſene- 

aJ/alltimes,the firſt 1s called «25, princs- 
vim, the beginning, which indureth 
vncill chere appeare ſome ſignes of 
_ concottion, the ſecond «fri, imiloie 
wel 4rdbarie, orementum, angmentum vel aſcenſits, 
the time of the increaſe fo long as the firs or grietes 
doe waxe more painefull : the third a, 4gor 
ſtatus, the vigour ofthe diſeaſe, when Randerh in 
one ſtay, and neither increaſeth nor decreaſeth: | 
the fourth Tnexz, declizatio, ſo long as'the dilcaſe 

doth decline or decreaſe. Ir remayneth now to be 

diſcuſſed tn how many of theſe Phlebotomy may 

take place, and to which oftheſe 1t1s molt fir and 
conuenient, Montanuws deligereth this for Galens 1mm. me- 
doarine, In letting of blond there ts no tirve to be at- dicine vnincr- 
tended but at what time ſoener,by reaſon of the fulneſſe /a's part 3. 
an euacuation 1s ſhewed to be the beſt drift, let the eua- 

cuation be made, whether the diſcaſe be in the begin- 

wing, or in the increaſe, or im the ſtate, ſo that there be 

not ondigeited meates in the ſtomach and bowels : but 

he adderh a prouifo, dammodo virtus non ſit debilts, 

ſothat the vertue and powers b&@& not weake. Bur 

for the moſt part Phlebotomyis moſt fic in the be- 

ginning ofthe difeale, Thatrule of Hippoerates, In prippory, 

the beginning of diſeaſes if any thing do ſeeme fit tobe 2, Aph.ags 

G 


mooucd, 


MM 071847114 
n Can.1. 
Aulcenns, 


32 The ſecond booke of 

mooued mooue it:but when the diſeaſes are at the high- 
eſt ſlate and vigor, it ts beſt then to reſt. Galen com 
menting ypon it, doth apply it to the two great re- 
medics, and eſpecially to Phlebotomy. The firſt 
canon of Amicerna expounded by Afontanms 15, 
A wayne us not to be opened in the day of the diſeaſes 
motion, that is, when the matter of the diſcaſe doth 
boyle and ſwell, and nature doth true ro concoR 
or expell it. Montanus ſayth, there is duplex mots 
morbi,ewo manner of motions of a diſcaſe, the one 
particular , which conſifterth in the firs and pa- 
roxyfmes, and the other generall or yniuerſall 
reſpe& of the whole dilcaſe from the beginning 
totheend,and this conteynerh the criticall dayes, 
the fourth, the ſcauenth, the eleventh, the foure- 
tcenth, thedeaucnteenth,the twentieth, &c. Now 
we mult marke how the matter of the diſeaſe 1s 
mooued, whether in a.criticall day or not critical, 
and whether it be moued becauſe nature gocth 
aboat to concoRir, or becavſe it 1s furious : If the 
motion of it be furious, we muſt needs vſe enacuation. 
Bur when the morton of the diſeaſe 15 ſuch that na- 
ture doth conco@ rhe matter, then is it a day of 
reſt, and no euacuation 1s then to be attempted. 
And that doth he make to be the meaning of Hip- 
pocrazes, that we muſt reſt when the diſcaſe is1n 
ſtate and vigour,hoc eſt in dre mots morbi ſeu pugne 
tempore, that 1s, 1n the day of the dilcaſes moriun, 
or the time of the ſtrife betwixt nature and it. 
Some afhrme that in the criticall day bloud is not 
to be letten, although it proouc a day of reſt, But 
AMontams doth confure them, and doth iuſtifie 
that rule of Anicenna, When nature doth moone, 


woone thou nothing, but when ſhe mooneth not, moone 
thox 


F 
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thow'in the time of her motion. The time of natures 
motion i; the criticall day, and therefore in the criticall 
day we muſt ſtirre the body. But therein the Phiſition 
muſt be very wary and circumſpeR, for if nature 
haue moued in the fourth day (which is the decla- 
rer ofthe ſeauenth) chen may we not cuacuare in 
the ſcauenth day. And if1athe ſeaucnth there ap- 

any motion, we muſt not mooue in the elc- 
uenth, Bur if in the criticall day nature do neither 
mooue, ner ſhew ſome good token and proofe 
that ſhe will mooue, then may wee indcucur to 
mooue by Philick. Afterward 'vpon the ewelfth 


canon Montanis reprooucth them which afhrme HMontanus | 
that bloud 1s nor co be let after the fourth day of ” _— 
nc . 


”_ bod, 
ſome infirmitiesa yaine may be opened a hundred py 


the ſickneſſe, and prooueth out of Galen, thatin 


dayes after the beginning thereof. But in ſharp fe- 
uers we let bloud only inthe beginning, becauſe 
after the fourth day the powers do faile, and for that 


caulc he ſayth Hippocrates doth appoynt, In ſharp Hippoer. 

diſeaſes ſe enacuations in the beginnings. Trincauel 1, 4ph.2g. - 

likewiſe doth apply vnto Phlebotomy chat other | 
Hippoc.1.Aph. 


Cipio niſi tur geas morb1s, that we mult not purge 1n ow 


axiome of Hippocrates, non eſſe vacuandum in prin- 
the beginning valeſle the diſeaſe be furious and 


vchement. T wrgere dicuntur qui adeo concitato matw Trincauel 


agitantur vt pre illorum moleitia egrotus non poſſit yr. tl 


quieſcere,quod magni morbi eſt indicium, thoſe diſca- 


of himſcltc)-whea he was ſent for ynto a man 
G 2 ſick 


PRs Sw —_ 
ſon Ee tt ug > nm 


uellum. 


jes are fayd to rage or ſwell, which are caryed with 2,,;,;2, 
ſuch violent motions as chat the pattent can take Galun fine | 
no reſt , and qui ad excretionem feitinant , which {b.3. comet, 
would faine breake out, He bringeth 1n the ex- wore morbis 
_ of Galens owne pratiſe, which (as he recor- 

c 
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fend! capal3. 
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He meanerh 
of crud.ates 
morboſe, 
which remain 
fo long vnrll 
the diſeaſe be 
©oUCICOME, 
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ſick of the pleurifie, when he faw firſt that he a- 
uoyded bloud by ſpitting, and ſecondly, that(as 
the patient being asked gid confefſe) he felt but 
Ile griefe on his fide, he vied ſome applications 
to him, but would not let him bloud, becauſe 1t 
wasa moſt gentle kind of pleurjhie. But how may 
the former part of that aphoriſme of Hippocrates 
be applyed to Phlebotomy, Purge things concotted 
and ripe, but not while they are'raw? Is concoCtion 
firſt to be expeRed before we can yſc Phleboto- 
my ? Fernelius and Fuch/ru do in this poynt bitter- 
ly invergh againſt Awicer, for that he forbiddeth 
a vayne to be opened vnlefle the humonrs be firſt 
concoCted, Their reaſons are efpecially theſe, firſt, 
becauſe in ſharp and violent diſeaſes, and where 
there 15 aboundance of bloud, it muſt needs be 
dangerous to deferre : ſecondly, though the dif- 
caſe be not ſharp, yet may the multitude of bloud 
of it ſelfe do hartne, if it be nor preſently caſed : 
thirdly, becauſe when ſignes of manifeſt concoRti- 
on do appeare,then (as Fernelizs holdeth) we muſt 


deale riomore by letting bloud, bur the reſt of the 


cure muſt be finiſhed either by purging, or by de= 
r1aing meanes, as 1n agues, by fieges, vrines,and 
fweares, 1n a ripened pleurifie by ſpitting ; in in- 
flammariens of the ltuer, if they be in cauo hepatrs, 
by foluble medians ; if # gibbo heparss, by things 
diuretick, or caufing vrine. And(the more to con- 
demne Awicen) Fernelixs doth plainely auouch, 
that letting bloud 1s moſt fit then when fignes of 
crudittes do appeare : Ar what time ſo ener,yea if it 
_— twentith day of the ſickneſſe, if ſignes of cyndi- 
fre Ao appeare, we may a vayne : for we meaſure 
Phlebotomy not by the «ctr es Delos 

; colting 
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colting of the matter, and the diſſoluing of ſtrength : It 
neither of thoſe do happen, Phleboromy may be 


vicd. ontanu interpreteth the meaning of Amin 2,41;mmw 


cenna, that when he will not haue bloud to be lex 
before concoftion,he dothaymeeſpecially at ſuch 
diſcaſes in which a thick groſſe humour doth a+ 
bound,as in quotidians,and melancholick fevers, 
whoſe humour being tough and raw, would-be 
made more rebellious if bloud were taken away. 


14 Canon.ite 
Aucenne, 


Firſt therefore he wil haue that humour to be con- 


coed and cuacuated, and then if it be thought 
conuenient to open a yayne if the bloud be cor- 


rupt,and in great plenty. Trincauel makeththis to Trincay. in ex- 


be the chiefeſt concoCtion thar 1s required before planatione 


lerting bloud,in reſpe&of the bloud itfelfe,ro wit, {91-44 Gian. 


when 1t 1s too thick to make 15more fluxible, as 1s 
beforeunr the third Chapter ot this baoke. There 
are twokinds of concoCtions, the firlt called pro- 
perly ni4, whe naturall heate doth turne the tood 
into duc nouriſhment, conteyning vnder it thoſe 
three ſorts or degrees of concottion mentioned 
by Galen, whereot the firſt is called by him the con- 
cottion in the ſtomack and bowels, wherein the purer 
part 1s. ſent towards the huer tq be made bloud, 
and the impure is caſt out by fiege, The ſecond, 
the concoltion in the vaines,wherein the moyſt whi- 
tiſh iuice being by the meſaraick vaynes carycd to 
the liver, and by the htuer turned into bloud, is by 


cap.13, 


Galen libr. 4. 


de ſamitate tus 


enda ca)... 


the vaynes and arteryes perfected and dittribu- 6 


ted into all the body, in reſpe& ofthe purer part 
thereof, to jvit bloud(as it conteyneth = rincly 
pall tuices) and ſeede, and the impure 1s by the 
vaynes mips, conueyed into the bladder, and 
from thence calt out by vrine. The third, the con- 

G 3 coltian 
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co:tion in the fleſh, wherein the purer part of the 
bloud being by the vaynes and arteryes caryed in- 
to all the body,is by an other ſeparationin reſpe&R 


of the purer part thereof turned into ſubſtance 


and ſpirits, and the impure 1s caſt out by ſweate, as 
Weckerns nameth three kinds of excremenrs ap- 
pertayning to the three degrees of concoAion, 


excrementa prime concottionss ſtercors ;, fecunds,vyri- | 


"e; tertie ſudores + exhalationes. Theſe three con- 
cottions being ficrſhed, the beſt part of rhe nou- 
riſhment is afſunilated and made one to the fleſh, 
_ bloud and ſpirits of him that is to be nourt- 
ſhed. Galen ſayth,hen the third concolion ts ended 
there is an aſſimilation made to the part that ts tobe 
nouriſhed. Theſe concoRtons and the ſeuerall de- 
pu thereof do all deale with that matter que eff 
enigna(F familiaris, which is good and familiar 
ynto the party that hath recewed it. There is an 
other kind of concoQtion called rimmrovcor nimewuer, 
wherein naturall heate doth dcale with a matter 
not that is good and familiar, but ſuch as doth 
cauſe difcaſe, and doth ſecke either to afl1milate 
ſome part of it if ſhe can, orelſe to make tt cither 
lefle hurtfall to the body, or more fit to be expel- 
led. Theſe two diftin& kinds of concoRtions when 
naturall heate can not or doth not performe what 
it would or ſhould, then they lcaue diſtin kinds 
of crudities, as Gale ſheweth, ſpeaking of chole- 
rick crudirtes, as thoſe whome the Grecians call 
i#*, whatſocuer (fayth he) is okgature overcome 
is called by Hippocrates concofted, and what ſoe- 
uer nature can not yet ouercome is called crude 
and raw,as he heck in the ſame place an inſtance 
of purulent matters in inflammartons, of ſpittle,of 
rheumes, 
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rheumes, and of watriſh humidities (fuch as do 
afſe out 1n thoſe vrines which are called vrine 
crude )and in choler, which beingravw (he faith)at 
is yellow, ſharp, &1ll ſauoring;but being concoc- 
ted, it is more pale, and not (o1ll ſmelling. Asfor 
ſpitrings and ſnot,ſuch they may be that they may 
be the excrements of this later kinde of concoc- 
tion, and ſuch they may be thatthey may be ex- # 
crements of the laſt degree of the former kinde of 


concottion, How theſe ſcuerall kinds of conco@ti- ,, ;, 1, ...,,. 


ons areto bereſpetted in purging,and whether in 
acute or ſharp diſcaſes we may giue minoratiue or 
purging receipts before there appeare fignes of 
concottio of the matter ofthe dilcafe, I do handle 
at large in my ſecond part of the great Phiſick re- 
medies called Cathartice. As for Phlebotomy, ſce- 
ing that the chicfeſt intents thereofare to caſe the 
ouer-much fulnefle of the body, or to pluck back 
or diuert a humour from or to ſome place, weare 
not ſo much to waitfor the concoCtion of the mat- 
ter of y diſcaſe(vnleſle it be the ouer-much groflc- 
neſle of thick bloud)as to marke the concoRion 
of nouriſhment, that the firſt degree thereof be 
done, and the ſecond well forward. For if we let 
bloud when the ftomack or firſt yaynes are full of 
indigeſted crudities,they will paſſe into the yaines 
which are emptyed and make greater obſtrudti- 
ons. As violent exerciſes ypon full ſtomacks do 
diſperſe and diſtribute raw humours into the bo- 
dy to the much hurt of the body,ſo doch alſo Phle- 
boromy,and therfore that may partly be applyed 


vntont which Galen hath written of exerciſes, Thew Galen deſan; 


#5 the beſt time when the meate before taken is perfectly 
concolted and digefted in refpett of the two firſt con- 
G 


4 coftions, 
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coftions. The way to know this time 1s by the colour of 
the wrine. A wateriſh wrine doth ſhew that the inice 
which ts ſent out of the ſtomach and bowels into the 
vaynes, is yet raw and wndigeited. The firy, red, and 
cholerick urine ſheweth, that the inices are log ago 
conco'ted already. That which i moderately pale, ts 4 
frene of the ſecond concoftion enen nav finiſhed. I have 
ſhewed aiready in theend of the eight Chapter of 
wy former booke,thatin many diſcaſes the colour 
of the vrine may decetue, and 1n what caſes it may 
moſt decetue: I neede nor therfore heere to ſpeake 
anymore thereof, but only to poynr out thoſe 0- 
ther circumtlances & hgnes, which together with 
It are ioyntly to be weighed and confidered. To 
knoiy perfettly the ſtate ofthe body, Galen doth 
in one place 1oyne with the colour of che vrine 
hue other things to be heedily regarded. Firſt, we 
muſt ponder what diet the diſeaſed body hath {ately 
ved, tor ſundry forrs cf meates and wines may 
cauſe many alterations in the vrine, Secoxdly,whe- 
ther he haue bin wont naturally to abound with 
il and vicious humonurs, and whether any outward 
ſigns cherothaue appeared by itches, pultles,ring- 
wormes, ſwellings, inflammations, and ſuch like, 
Thirdly, whether any accuitomed or naturalleuacua+ 
tions haue lately ceaſed,as vornits, hemorrhoides, fi- 
ſtulacs, fluxcs, bleedings at y noſe,termes, ſweats, 
and-uch like. Fourthly, whether they haning bm ac- 
cuitomed heretafore to anoyd ſuperfinities by Phifick,, 
and haxe of late negleted it, and not vied ſuch p_ 
ginzs, vomits, and bathes as herctofore they haue 
done. Fiftly, ro examine not only the vrine, bur 
other excrements, as egeſtions, ſpittings, ſweares, 
for as he ſayth alittle afcer, The ſweate —_ 
p hat 


Harwards Phlebotomy. CH ap.s. 3g 


what humour aboundeth in all the body, for it is whi- 


tcr, paler, or yellower, according as the humours 

be more or letle phlegmarick, or cholerick, and af 

the humours be purified che ſauour ofthe fweate 

will greatly bewray it. But 1n mattersthat do con- , 
cernethe yaynes (as doth eſpecially Phlebotomy) 

Galen will haue vs efpectally torefpett the vrine. 

We hane no effectuall and enident ſigne to diſcerne the G1 14; 1. 
ſuperfluities that are in the vaynes, - only that which paulo poſt, 

us by wrine. If the humonr be altogether crude and 

raw, the vrine willbe thinne and watery, and neither 

hue any hypoitaſis or ſediment, nor hane any cloudy 

matter hanging in the mid Jeſt : but when it is concoc- 

ted, theſe things do appeare, and beſides, ſome thinne 

clowdes do ſwimme von the top. If the thinne and Sic Hipporr. 
thicker parts do quickly demide, and that the ſediment lbrovgixpiovn, 
be white and ſmooth , aud in enery part equall, that 

ſheweth that ſtraightway eare one can ſpeake the word 

nature will cuercome all. Itie be longer eare che ſepa- 

ration be made, longer 1twill be carethe humours 

be ouercome, But if inthe vrine there be no ſepara- 

tion at all, but that it remayne ſtill as it was ,or elſe 

if it do breake it be with a bad ſediment, then ts nature 

weake, and hath neede of ſome other help to drgeſt the 

hamoars. Many other ſignes there are of crudities, 

as the ſmall quantiry of yrines, ſignifying that by 

their rawnefle they arc hardly fenr out. Likewiſe 

the thicknes of yrine, ſhewing abundance of raw 

humours, and thereupon depriuation of concoc- + 

tion, Further,the ill contents in vrine, and the 1n- Incqualric 
equalitic ofthe pulſes, but theſe and many other 294 —_ 
ſignes of diſcaly crudities mult nor itay vs from 110.09 
letting of bloud if the greatneſle of the diſcaſe do Ienes of —_ 
require 1t, and the party haue a full body, ——; ſut- bs erudite» 
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Fernel met10d. ficient Rtrength : bur rather as Fernelins ſheweth 
6b.:, metbod. when fignes of crudities arc, we muſt vie Phlebo- 
w_ *d. tomyastheremedy, Only rouching our food laſt 
&©a.14, taken, ler the ſtowack, bowels, and (it ir may be 
alſo) the mefaraick vaynes be cleared from raw 
and corrupt humours, and let ſuch arune be cho- 
ſen wherein alſo the diſcaſe hath moſt quietneſſe 
from the motions of the paroxyſmes. The greateſ 
reſt 1s in the middle time of the intermiſſion or remiſ- 
fon, for ſo ſhall we be in no danger of drawing the 
inflanmation into. the greater yaynes (whereby 
of an intermitting feucr may be made a cotinuall) 
and the powers allo of the patient ſhall leaſt be 
indangered. Bur {ceing ſo often Galen and all Phi- 
Galen. libr.de (itions 1n the matter of Phlebotomy do (till make 
ratioxe per _ their prouilocs that the powers be not diffolued, 
der qpaad a queitian may here be mooucd of what powers 
they do eſpecially ſpeake,and how the ttrength of 
Gale methog hoſe powers ſhall be knowne. Galen deſcribeth 
' medend;i, © three powers in man, the firlt he calleth the natw- 
lib 9.cap.10. rall ornatritize power,that hath his fountaine in the 
&> 4 {oc 2/- 1yer,and conteyneth vnder it che attratine power, 
fet35.5.04.7- the retentivee, the expulſine, and the fourth the altgra- 
tine power, which 1s generally to turne the nouriſhment 
into ſub/tance and particularly to make bloud. The ſe- 
cond vertue or power 15 called the vitallpower, ha- 
uing the ſcate in the heart,gruing hfetorthe whole 
body, and conſeruing the cflence of the vitall ſpi- 
rits. The third he calleth the arimall or rationall 
wer, hauing the ſeate inthe brayne, and bringing 
forth ſenſe, motion, and ynderitanding, Each of 
thele three powers haue their particular inftru- 
mentsto worke by.Torhe zaturall power doſerue 
the yaynes, to the y:tall the arteryes, and to rhe 
s | anunal 
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animal the ſinewes. Now which of theſe powers 1n 
letting bloud muſt moſt be'reſpeted 2? No douber 
| there mult acare be had of all, for as Galen ſayth gy mertod, 
there, 1f any one of them do periſh, it muſt needs be medendi, 
that all the reſt ſhall periſh alſo. And giuing preceprs 16.9. cap.10. 
of letting bloud,when he hath taught how we ſhal Gallibr.de 
ery the animall power by the voluntary motions, _ oor 
and the vitall by the pulſes, and the naturall by /44;onem 
good or bad nouriſhment, or by good and bad cay.s. 
colour, he concludeth generally, when theſe powers 
are ſtrong, let bloud.. So whereas Hippocrates doth 
bid vs when diſcafes are inthe vigor to reſt, and 
not to vie phlebotomy or purging (for {o Ga/en 
doth expound it) Galen doth giue the reaſon there 
of ir, becauſe the animall power is then weake and 
in danger, alchough the vitall and naturall be 
ſtrong. Yet certaine 1t 1s that the vitall power is ' 
that which chiefely we are to obſerue in Phlebo- 
tomy, as he doth elſewhere at large declare, The 
greateſt api of all is that which concerneth the aftj.. Galen me! yay 
| onrof theheart, andofall moſt needefullto be confide. M09 h7- 
red in them that are ſick, He doth in that place E 
compare the operations of the liner and of the 
brayne with the vitall powers of the heart, but he 
will haue the heart to beprincipally reſpeted. In 
extreame apoplexies the animal powers are de- 
cayed,yet becauſe the vitall powers are not extin- 
guiſhed Phlcbotomy ts allowed, and doth often 
 Wworke good effect, That is the cauſe that Galen 
doth giue our that precept in his booke of Phlebo- _— 
tomy : In all theſe former rules thou muſt till haue an \\,,. Neth; 
eye tothe ſtrength of the party touching his pulſes. By onem. 
that word (touching his pulſes) he ſheweth both cop. 14- 
thar the vitall power is moſt to beregarded , - 
| allo 
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alſo doth point out the meances how we ſhall take 
eriall of it, ro wit, by the diſtemperature and the 
incqualitic of the pulles. 


CHar.s6, 


Of the time of the yeare, the time of the conftellation of 
the planets, and the time of the day moſt fit for let- 
ting of blond. 


gc beſt time of the yeare for Phlebotomy 
Yis knowne of all men to bethe Spring, ac- 
SEXY cording.to that aphoriſme of Hippocrates, 
The Spring wwſt be the time of letting bloud and pur- 
ging. The Autumne 1s 10 fenefle the neercit vato 
the Spring. The extremitic ofthe heate of ſommer 
is moſt dangerous as Galen layth, hauing named 
alitcle before the canicular dayes. They which are 
ſmmiiterly ewacuated in very hoate times of the yeare, 
do periſh either with ſwounings, or with reſolutions. 
The extreame cold allo ofthe winter will not per- 
mac Pllebotomy;'or if it do,it mult be lictle: Afon- 
tan gmeth the reaſon,becanſe the body tis ouermuch 
cooled, and is alſo made ſo thinne, that the cold doth 
ſtrike into the inward parts, mbexeby are brought diſea- 
ſes of very long contingance. Galen will have them 
which are vſually fick in theſpringtune tobeles 
bloud #: the beginning of the ſpring, but ſuch as moſt 
commonly haue their ficknes in the former tune 
he would have them to open a yayre in the end 
the ſpring alittle before ſommer begin, The heel 
tine "te bloud is when the tigne (as we call 
it) or the moone151n Aries,Sagittarins,Cancer, Li- 


bra, Scorpio, Aquarne, or Piſces, yalcile inan r4 
| rncie 
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theſe ſignes the moone do predominare in thar 
place that is to be ler bloud, as in Aries the head, 
| T anrus the neck, Gemini the ſhoulders and armes, 
| Cancer the breaſt, ſtomack,and ribs, Leothe hearc 

and back, Virgo the belly and bowels, Librathe 
raynes and loynes, Scorpio the ſecrets & bladder, _ 
Sagittarius the thigh, Capricornus the knees, Aqua- | 
rius the legs, Fiſces the teete, There mult alſo are 
ou be had ofthe age oftheparty that is to be let 
loud, forto them which be growing or yong,the 
firſt quarter of y moone 1s moſt meete. To nuddle 
aged people, the ſecond —_— Tothedeclining | 
age,thethird quarter;and to old age the laſt quar- | 
ter. The complexion alſo muſt be reſpeted, Ifthe | 
arty be cholerick let him bloud when the moone | 
1s 1 Cancer, Scorpio, or Piſces, If phlegmarick, ler 
the moone bein Aries, Sagntarius,or Piſces. If me- | 
lancholick, then let the moone be in Libra, Aqua- 
riuz, or Piſces. It is1]l co let bloud whenthe moone 
151n the full or in the change, or within three dayes 
| either before or after. It is 1} alſo when the moone 
1s in contunGion or oppoſition with Satzrne or 
Mars. Further, it 1s i]l when the moone 1s in con- 
iuntion or oppoſition with Yen; or Mercury 
combuſt, or in a quadrate aſpect with Satwrne, Sol, 
or Mars, vnlefle the aſpett be paſſed ar the leaſt 
eight degrees. But 1t is good to let bloud when the 
moone 15 in a trine or ſextile aſpe&t with Jupiter, 
Sol, Vemus,and Mercgry, but eſpecially with Iwpiter 
and Yen, with whome all aſpe&ts are good, pro- 
uided that they be not combuſt. In caſes of extre- 
mitiethere is no ſtaying for ſignes or aſpects, for 
= neceſſicie of the diſeaſe compeliing)] have my 
clfe opened a vayne the figne being 1n the ſame 


place, . 


{ 
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u_l and yet with good ſuccefle, But if a man 


. have liberty tomake his choyce of the time, I hold 


Math.4 2. 
Miih 17.15. 


Serenus lib. x, 
de medicina, 
Merci. lib. 
de mor bus Pue- 
rorum Cafe3. 


him vawile that will not take it as neere as he can 
agrecable torhe auncient rms and principles 
of Aſtronomy. It appearcth very many wayes that 


.God hath giuen a power to the heavens, and an 


influence to the Starres and Planets, which doe 
mightily worke 1n the things here below, not to 
in any neceſſities, but todiſpoſe the inclina- 
tions, 10 farre as God hath appoyntcd and deter- 
mined, Confider how allthe tunes and tempera- 
tures of the yeare do2lter and change according 
to the courſe of the ſunne, and what difference 
there 1s betwixt the operation of Phiſick, and the 
dangers of diſcaſes aflaulting vs in the ſpring, and 
ſuch other as do befall vnto ys in the canicular 
dayes. Markethe operation of the Moone :n ſuch 
plants as are ſct,and ſuch ſeeds as are ſowne inthe 
ſeueralltimes of her age. Waigh the force allo of 
the moone in thoſe which 1n the ſcripture are cal- 
led lunatick. Origen doth report the 1adgement of 
Phifitions, Humida moneri in capite ſecundum ali- 
w4aM compaſſionem ad lumen lunare quod bumidam 
tnatwram, That moyit things arc mooued-in 

the head according to the ſympathie ofche moone 
which hath a moyſt nature, but he cthinketh rather 
that ſome vncleane ſpirit doth obſcrue the diui- 
ſions of the ſituations of the moone and worke by 
them, But Serene, and after him Mercurialss do 
giue this the reaſon, becauſe they which are con- 
ceived or borne in the wane of the moone are 
much ſubie& to the falling ſickneſſe. Howſocuer 
It 18, it 15 ſure not without ſome caule that they are 


called luaatick, that is mooni/h, or mooned. And 
| bchold 
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behold allo the power ofthe Moone 1n the ordi- 
narie flowers of woinen, who are other'viſe alſo 
ſometimes too much ſubieEt ro that variable and 
tempeſtuous planct. See what force 1t hath hiKe- 
wile in the ſea concerning the ebbings & flowings 
thereof, as alſo in reſpeG of cockles and divers 0- 
ther ſhell-fiſhes waxing fuller orlefler according 
tothe age and proportion of the moone, Let alſo 
the experiences of mariners ſomewhat preuaile, 
which finde the whole {cas tv be caryed by the 
courſe of the firmament from the Eaſt vnto the 
Weſt, whereupon they which trauaile to the welt 
Indies do better paſſe thither in one moneth, then 
they can returne againe in three, beſides the trials 
which they haue of their loadſtone poynting to- 


wards the North, and their needles and compaſles* 


anſwering thereunto, In Philickthe criticall dayes 
falling out either in hard or benigne conſtitutions 
of the planets, do dayly giue vnto vs abundant 
teſtimonies. In hiftories what autor can you al- 
moſt reade,but you ſhal finde therein the trouble- 
ſome alterations which haue followed vpon great 
echipſes? In diuinitie ſee how /ob doth atrribure 
vnto the Pleiades a ſweete influence ro cauſe the 
kindly ſpring,and to Orion a power to caule raines 
and ſhowers, but ſo, that God doth looſe or hold 
back the bridle at his only will and pleaſure, And 
waigh thoſe words ſpoken in the creation of the 
Sunne & Moone, let them be(laid God) for fi 

and for appointed times, and for daycs, ta for 
yeares, I do vtterly condemne the abuſcs of Aſtro 
nomy, as firſt when men will make them fignes of 
ſouthſaying, to foretel|lthings to come, and ſo to 


7 


8 
lob.z8.31. 


Gen.1.14. 


takethat vntothem which is proper to God only, 
as. 


Cai 0/® 
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B/:3 41.23. as tis inthe Prophet : Shew vs the things that are 
ro come that we may know that ye are gods, God 
layth, Iwilldeftroy the tokens of the ſoothfayers; 
and make tlie wiſe conteturers fooles; The will of 
God is free and ſoucraigne over all his creatures 
in cuery moment to order, alrer, rule, and diſpoſe 
them as ſeemerh bett ro his heavenly wiledome; 
Fata monere deus,tollere fata poteff. 
We ſee in one battayle, or 1n one time of peftilece 
(God being angry with finne, or permitingthe 
Dwell ro rage) many thouſands do dye at one 
time, which no doubt moft of them were borne in 
diuers manners of conſtellations of planets: Wea- 
her natures are ſubiett to the ſtronger, and particular 
AvenA.lib.ro, ©anſes ave ſubieft ro the generall. Saint Augnitine 
de © ntate dei, Nayth, In the lines of them which\are borne twinnes, 
WH. their aftions, caſualties profeſſions preferments, and 
pw k ra m their very death there us ſogreat a dinerſitie, that 
1116/4 Lncole 914m) meere firangers are more like one to an other, 
& Ejav &c. then thoſe which um birth were ſeparated with av 
ſmall diitance of time, and ſowen as it ſhould ſeeme 
coniuntition in one and the ſelfeſame moment. It was a 
dainnable opumon' amongit the Chaldzans to 
make the conſtellations of the ſtarres to be arable 
of all fatall lawes, as though the whole lite of man 
were written therein. AS T arutiues Firmianu being, 
$kilfull in the Chaldzzan ſcrences, rooke vpon him 
ty the manner of Romulzs his lite and death,to cal- 
culare what time he was borne, that becauſe he 
wrought ſuch attes, and dyed in ſuch a manner, 
hdedove he muſt ncedes be borne ſucha yeare, 
and fuch an howre. The ſuperſtitions of the Chal- 
d:xans were ſuch, that they would not build a 
houlc, nor attempt any tourney, nor ſo much as 
pur 


Peuceris, 
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put a new garment vpon them "bur e;cy would 
firſt haue a regard of the conſtcllations and pla- 


nets, Theſe fond and wicked abuſes of altronomy = 


I do wholy reie&t and diſallow, Bur in the viſe of 


Phiſick ſecing that agreat part thereof doth con= - 


cerne the flowing and iſſuing, the ſtaying andthe 
paſſing away of humours, and that it is found by 
the termes of women, by the fluxes and refluxes 
of the ſeas,and many other wayes,that the moone 
hath by the makerthereof certaine influences gi- 
uen vnto her , much auaylable to the avoyding 
and corre&ing of humours ; I do not thinke but if 
it be found by the experiences of former ages, that 
at ſometimes and Ng an ſignes or aſpeCts herfor- 
ces are more violent then at other, we may haue 
ſome conſideration thereof, and make choyce of 
ſuch as arc moſt meereſt for our purpoſe, cuen as 
the husbandmen may alfotake ſuchrtimes for their 
grafting,ſowing,planting,and ſuch like, as by the 
proofes of all nations haue appearcd to be fitteſt 
for the fruitfull growing and propagation thercof. 
Toreturne now to our argument of letting bloud, 
ſeeing chat as I haue ſhewed the figne may ſome- 
times ſeeme to be good, and yet by orher aſpects 
the ſame may be controuled, what courſe 1s then 
to be taken when for want of good helps we can 
not come to the knowledge of the alpetts ? Surely 
then our belt way will be to obſerue the manner 
ofche weather. When the weather 1s ſetled to be 
very dry,then are not humoursapt to flow, bur 1n 
open and moy{t weather we firid them very flux- 
ble. Fernelins layth, The northwind vtiterly forbid- 
deth letting blond, only the ſomh wind doth beſt admit 


it in the cold time of winter. The tune of the day 1s q4cadi.cap.1t, 
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made by Galen,and out of him Fuch/7s, to be the 
firreſt within an howre or thereabours after the 
party isrifen, after the yeſterdaycs meate 1s pret 
well digeſted and the body eaſed as well by itoole 
as by making water, Fernelizs fayth, mm ſuffocante 


plenritide & angina quonts tempore fiat. It the dil- . 


eaſe be an intermitting ague, 1 haue ſhewed 1n the 
laſt Chapter that the hrteit time 15 the middle be- 
twixt two firs at what tune of the day ſocuer it be, 
and the party muſt a]ncle before be dicted there- 
after. Montanuwſayth, If he locke for the fit in the 
morning,let bloud im the enenmg before. Marfilins Fi- 
cinus will have ichollers, who abounding with 


©1145 de fiu- bloud do vie Phlebotomy to preuent dilcaſes, to 


ſeit both morning & euening, bur at ether time 
alittle, fowre ounces in the morning, and as many in 
the exening, becaulc it is dangerous to auoyd too 
much bloud at once,but of this 1m the cight Chap- 
rcr. 

CHAP. 7. 


On whether ſide the wayne is to be taken when we let 
bloud to prewent diſeaſes, or to auoyd or derine their 
matter : alſo nhat vayne muſt chiefely be choſen 
for ſundry mfirmuties. 


CN what fide the vayne muſt be taken in 

Zrcat & dangerous 1nflammations where 
\Y&Z there 15 caule of reuulfions, I have ſhewed 
alreadic 1n the ſcauenth Chapter of the former 
booke. Ir is not denyed, but that in foe caſes it 
15 requiſite that the vayne ſhould be opened in 
the ſame fide, where the inflammation lycth, Bur if 
any do yrgea necefſitic that it mult nceds be cuer 


on 


| 
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on the arive of the ſame fide, Trincaxe/ doth aske Trincaue! de 
one queſtion : $1 in muliere ſupprimantur ſolite pur- -— OI EY 
, . _ 1 fart corp, 

gationes & ex ea accaſione ſupernenerit pleurity, : [tem | fflib.6.cap.4 
ſo ex retents ſanguine ex hemorrhoidibus fluente (vt 4 
ait Hippocr.6. epid. & in libro de humor. quod quibus 
Sangus ex hemorrhoidibuc flere ſolet, ili neque plen- 
rittde neque peripnenmonia capinntur ) que vena iam 
ſecanda ? illane que coilts affectis communicat, an po- 
tins alia impellens particula? but of this alreadie, I 
hope, ſufficiently in the Chapter abouc named. 
The doubt is now on what fide the yayne muſt be 
| opened when we doit to preuent diſcaſes, the old 

| verſe is commonly knowne : 

Kita Ver dextras autumnu hyemſque ſiniftras. 
The ſpring & ſommer right ſide vans would hae, | 
But autumne andthe winter left do craue. 

Burt here we muſt rake heed that we vie not too 
much to let bloud on one fide, forthat thereby we | 
ſee many to be brought to particular palſies, and | 
to loſe the vic of one eye or care, or the ſtrength of 
one arine or fide, partly becauſe the longer that 
ſuperfluous hamours haue found a vent in one 
place,the more apt they are to hauerecourſe tothe 
lame place ; and if they haue nor their former paſ- 
fage, they will cafily ether make obſtructions, or 
breede fome 1nconuenience; and partly becauſe 
the letting bloud roo much on one (ide, may per- 
haps coole that fide more vehemently then 1s re» 
quiſite. If therefore thou haſt bin heretofore ler 
bloud on the one fide, thy beſt way 1s the nex: 
| time-to take the other ſide, and to labcur by ail 
meanes that the humours may flow equally, and 
| that they may be caryed with no greater force 
i towards thy one lide then -_ other. When there 
2 in) 
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is neede ofcuacuation and derivation and not re- 
uulſion, then doth Galen appoynt vs to take the 
- zalen til,z, vaynealwayes onthe ſame (ide. If the right ſide of 
YT. the wombe be griened,anoid bloud ont of the right hand 
- or right leg ; and if the left ſide be enflamed, then takes 
- the ſide that ts right with it : for that is the meaning of 
the 227" iz» of Hippocrates, to wit, that we open the 
inward vaynes hepatica and lienaris diretHy, for they 
are neereſt ro the affetted parts, and moſt right vpon it. 
3-1.15.decon- And in an other place, The enacuation out of the 
Uutut,one arts meereſt vaynes and which are common to the place af- 

nedrce (4P.17- fetted,rs both beſt and eaſieſt. 
-»cl{.ro/tit, As concerning what vayne isto be opened,this 
1.2.1.5. rule ismolt generally preſcribed, that it the parts 
FapeS- beneath the neck be grieued, we muſt open the in-= 
'1 ward vayne of the arme calied generally rmterna,or 
baſil:ca,or axillaris, and more particularly it it be 
in the right arme called zecoraria, or bepatica, 1n 
the lcft /iezarzs, this 1s opened commonly on the 
ltr fidetthe heart, lungs, or ſpleene be atteRed, 
and on the right tide if the liner or flomack be at- 
feed. If the parts which be affiited be aboue 
the neck, then we open the ourward yayne called 

externa,or humerg(zz, or cephalica, 

7 "6. TAR" The midUle vayne called communis, or cardiaca, 
Rs hacks paige, or fun brachy,or mediana, 1s then viually 
tobe the vaine Opencd, when either one of the other doth not ap- 
ot chemid 4c peare,orclie when theinfirmitie ts as well beneath 
bngcr,aw13 asaboue the neck, for this vayne taketh part of 
01 pI41i4e> both the other, For. the lower parts about the 

hips, bladder, or wombe, take the vayne by the 

\ knee, or by the anckle, The raines as they arepla- 

| ccd 11 the nidgeſt, fo (as Fach/us ſheweth) they 

| ( do partake with both, For if the inflammation in 


"2? the 
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the raynes be new,and that there be abundance of 
bloud, then may you take the vayne in the arme : 
bur when itis a confirmed diſeaſe, ſuch as 1s called | 
nephritis, then open the vayne ertherin the knee, 
or in the anckle, If any ill hamonr be ſetled in 
thoſe parts which are berweene the raynes and the Sl 
flanck, Fernelins doth appoyn: that if the party * gion va ik | 
haue corpms plethoricum, then firſt we ſhould open |; 5 (5-44 
the bafilica of the ſame ſide, and afterward the ſa- ; 
phena. Bur if the body be nor p/ethoricum, then he 
{ayth the only ſaphena ſhall ſuffice, that 15, the in- 
ward yayne ofthe foote, for as the outward 1s cal-' 
led ſciatica, fo the inward faphena, 
If you will not haue the bloud to come faſt and 
ſpeedily, then for the cephalica you may take his 
branch berewixr the thumbe and the tore-fhnger. 
Acd for the bafilica you may take the yayne by 
the little finger called ſaluatells, or ritillaris, winch 
1s a branch of the baſilica. For derivation to de- 
rive the marter of a griete, if it be in the fore-pare 
of the head, takethe yayne of the fore-head ; if in 
the eyes, the broad vaynes at either corner ; if in 
the eares,the yayne vnder theearc; if tn the 1awes, 
that which 1s vader the rongue ; if in the lungs, or 
ipleane,or brea(t,or heart,the inward vayne ot che 
left arme ; if in the huer, the right baſilica. Often 
the ſame vayncs will ſerue both for reuulfion and 
cuacuation, as Galen ſheweth, ſpeaking of an in- 
flammattion of the liuer, We muſt both pluck back, Gal. m:1h04. 
and alſo anoyd the blond which « caryed to the liner by edcas 0-15, 
Phlebotomy , opening the inward vayne of the right 
cubire, becauſe diretth, and with a broad way it doth 
communicate with the hollow vayne : if that ds not ap- 
peare, open the middle vayne : if that alſo cannot we !! 
IH; : 
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be perceined , then take the other third which re- 


MNaterns de ſi- mayneth. This ſpecch of Ga/en makerth me more 
1-514 pag.114- wilhng to ſab{cribe to the opinion of Plate- 


"ernel. hh.s. 
26 0d) me- 
'endi Cal l1y- 


rus, who defendeth that in letting bloud wee 
mult rather chooſe that vayne which doth moſt 
ſell with fulneſſe of matter, then to make any 
difference berwixt the vaynes of the armes, ſeeing 
in one place about the throat they come all from 
the hollow vayne, and which vayne hath beſt re- 
lation to the parts molt overcharged, che fulnefle 
thereof will ſulciently make maniteſt, 


CHAP. 8. 


What manner of inci\ion muſt be made. how large, how 
ſmall, how deepe, what quantity of bloud may be ta- 
hen, and therein of the meaning of Galens word to 
let bloud vato erre/apin, del 1quium anum, 


\Z T is a notable aduertiſement of Hippocra- 

Fe, Utes, We muſt open paſſages, as the noftrils 
| and others, but it muſt be what we muſt, and 
how we muſt,and of what ſort, and what way,and when, 
and how much we muſt, as ſweats, and all other things. 
Thus precept of circumſtances, as it appertayneth 
generally roll cuacuatiofFſo doth it greatly take 
place in the matter of Phlebotomy. 1 have ſhewed 
already the greater part of theſe circumſtances, it 
remayneth heere that I deſcribe only the manner 
how, and the quantity how much. Fernelixs adut- 
ſerch the Chirurgian to take diligent heed that he 
ſtrike nor either a place ſwelling with ſome win- 
dinefle,or an artcry,or a tendon in ſtead of a vaine. 
The teudones be in{truments of moouing 1n the 


top 


top of the muſcles, made of ſinewes and ligatures, 
and knitting them to the bones, they be harder 
then ſinewes,and yet not fo hard as ligatures. The 
artery being preſſed downe will ſhew it ſelfe for a vayne; : 
which if it be cut, it will neither come together againe, He meanerh 
nor heale, but that part will be takgn with a mortifica- h a, _ 
tion, and become as dead and ſenſeleſſe. He counſai- od. A the $ 
leth alſothe Clururgian, thatwhen he hath ſetled beginnug of 
the launcer 1n one hand, leauing out no more of the ter:r1 
che end or poynt then what is tulficicnt topearce, EÞprer- 
and hath with the other hand fo taken hold ofthat 
part of the body that is to be let bloud, that he 
v may ſtrengthen and hold itedfait the vayne with 
| his thambe, then let him put forward his launeer 
faireand ſoftly without any haltinefle gently,and 
no furcher 1a then 1s ſuthcient. Fuchs willeth Fuchſaus 
that if the vayne be trembling and not conſtant 1n#1tn7.(i6, 2 
for the percing, the next place mult be bound as /**-5- 
well aboue as ailo beneath : And although the 
vayne be well opened,and che bloud flow freſhly, 
yet in the middle of the lowing ſer your finger a- 
while ypon the wound, both that the ftrength 
may be more refreſhed, and leflc ſcattered, and 
alſo that the corrupt bloud may the better be 
brought out of the inward parts ynto the place 
where the vayne 1s opened, Fernelins giueth one Ferne! tb. 2, 
generall rule ro know what vaynes mult be ope- #cthod: me- 
ned alictle ouerthwart and ſomewhat ſidelong, + 9-15 
and which muſt be opened right along the vayne. 
If the yayne be 1n a toynt, then let the pearcing of 
V it go alirtle fidelong, becauſe in the moouing of 
n the 10ynt the ſides of the thcifion if they go right 
with the vayne would gape, and ſo would the 
| wound be the longer in growing rogether. Bur in 

4 the 
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the head, hands, and feete if the inciſions go right 
with the wayne he ſayththey heale the ſooner, be- 
cautethere y ſides do fill cloſe rogether, Of what 
bignefle the orifice of the wound mult be, it is d1f- 
culled by Afontanxs writing vpon the ninth Ca- 


nedicine vui=vnon of Axicen. Alictle hole (layth he) 1s beſt to 
1e1ſalss part-3- conſerve the ſtrength of the party, both becaule 


the moſt chat rthen commeth out 15 butthinne and 
wateriſh, and allo becauſe the bloud goeth not lo 
ſpeedily our, whereby the heare and ſpirits are nor 
lo ſodainely exhaulted, But a little orifice hath on 
thc ocher fide a great diſcommodine,in that ir ma- 
keth no euacuation of the chick and grofle parts. 
Solikewiſc a great orifice hath one good benefitin 
auoyding grolle humours : but it hath an other 
great danger, thar bya too ſodaine and oucr-libc- 
rall cftufion the.verrues and powers may be cleane 
ouerchrowne, It the bloud be ſubtile and power 
weeke, let the hole be little : but if the bloud be 
thick and the vertue ſtrong, then let the hole be 
great. Amen teacheth, that when we let bloudto 
prelerue from ficknefle, then mult the orifice be 
great, becauſe the powers are yet conſtant; and 
likewiſe when we let bloud: 1n the winter or cold 
weather,becauſe then the coldnes of the ayre doth 
keepe the ſpirits from flying too faſt our. Bur in 


. the ſomimer or hoat weather, he will haue the ori- 


ficeto be narrower, becauſe the bloud is common- 
ly then more ſabtile, and -heate doth helpe much 
ro dilatation & paſſage. If it fall our robe - 
rate weather, then to procecde 1n the meane | 
ewixt both, The verſes of the Salerline ſchoole are 


to be ynderſtood of full ſtrength and powers, 
| Fas 
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Fac plagam lars am medrocriter, Vt Cito fumes 
exeat vberins, Iiberiuſque eruor. | s 

Make well and wide thy blow, _— 
Thar bloud and fumes may largely flow. 

Hippacrates ſayth, In places where ts no danger ud ;1inpore, libr, 
where the bloud alſo is groſſe, vſe x broader lannceF for >51 in747 de 
ſo the bloudwill paſſe, otherwiſe not : but rake heed of 4. 
going too deepe, Fernelri hewerh ſome dangers, ;,,,,1 15.2. 
Vnder the inward vayne lyeth an artery , ©1der the metnd.me- 
middle a ſinew, and vnder both dolye the tendones of 4c#4'- r8Þ.15- 
the muſcles. If any of thele bepearced, there may 
enſue much gricte, and fomerimes great danger. | 
The ceplialica may be opened with leaft per1!l of 
all the yaynes which appeare inthecubice. Now 
for the quantity of bloud howmuch may betaken 
atnnce, I hauc had occaſion ro declare much al- 
"_ concerningthat poynt, when Lintreaced m 
my former booke of Phlebotoiny in particular 
diſcaſes, I meane nor therefore now to ſtand much 


vpon 1t, Afontans vpon the fourtcenth Canon /0/7t 22s me- 
ACNE UBIKEY- 


of Axicen, doth appoynt that in old diſeaſes when 
by long infirmitic the bloud is become grofle, we 
mult take butalitele bloud at once, and reiterate . 
the bloud-letting often,and (till in the meane time 
to nouriſh y patient with a good moiſteniog gier. 
If che bloud appeare to be whitiſh, then (as Art- 
cex will baue it) you mult let out none act all, leaft 
a cachex1a, or bad habit or droplie do thereupon 


ſalts part .3. 


enſue. Fuchſuw doth giue yntoa Chirurgian three Fc! ſis Infti- 
generall notes, whereby he ſhall gefle when is the *# dradedt.y, 


hicreſt rime to ſtay the bleeding, firit, by the change 


, of bloud:ſecondly,by the force of lowing, waxing 
/ more faint: and thirdly, by che change of the pul- 


"i 


ſes, The firſt, that 1s the change ofthe bloud both 


in 


—— 
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in colour and in conliſtence, mult then eſpecially 
be attended and wayted for, when the gricte or p 
inflammation for which welet bloud,is neere vn- 
Hippoer.ib.z, torhe place where the vayne is opened, For Hip- 
with act, pocrates ſheweth, that in a pleunific the bloud 
530, whuch is nigh vnto the inflammarion, doth farre 
differ tromthat which 1s conteyned in other parts 
.of the body, being by the vehement heate much 
altered : fo that it the bloud ofthe reit ofthe body 
be phlegmarick, it will de about the inflammation 
red; ard tfthe re(t be red, it will be about the 1n- 
flammarion aduſt and burnt. This change of the 
bloud is not alwayesto be taryed tor, for ir may be oF 
that either the ſtrength 1s not able to indure 1t, or ] 
elſe that the phlegmone 1s ſuch a maligne and 1m- | 
pactcd humour, that it wiil bardly gue place. In 
thele caſes wee muſt ceaſe before the bloud doe 
change, and thereſt is to be withdrawne by a ſc- 
cond phlebotoiny, The other note to know when 
it 15 time to ſtay the bloud,is by the violence of the 
flowing, now waxen more ſlow & feeble, for that. 
ſheweth char the ſtrength and powers are ready 
ro decay, cipecially if palencfle of the face, and 
dazcling of the cycs do begin to draw on. But the 
molt certaine ſigne ofall when we muſt ſtay the 
bloud, isthe changing ofthe pulle : for if of thick it 
become thinne, if of great it become little, if of ve- 
hemently firong it become weake and obicure, if 
of equall it become vnequall; ir preſageth rhat the 
powers are now ready to be difſolued. The ſafeſt | 
\ way in letting bloud 1s, to be ſure to be within Y 
| compaſſe, what wanteth may cafily be ſupplyed OY 
by reiterating, but what ts taken too much can not | 


ſo calily be reſtored, Heere another doubt may 
ariſc, 


Fucbſ. Init, 
lib. ſeti.5. 


— 
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ariſe, when erber tor the touglnefſe of the hu» 
mour, orfor the weakenes of the party, the bloud 
15 ler not at once, bur at {cucrall tines, how ncere 
thole times ought one to ſucceede another, Ferne- 1, 
Inu Gayth, In diſeaſes that wninerſally afjlft the body, 11011 od. me- 
the beſÞ 15,to let bloud tw1ſe in one day:but in the griefes dud, 
of particular parts, the _— muſt be longer de 
ferred cowit,to the ſecond or third day. Ficinus coun- Mari, Fici- 


faileth ſuch as by itudycs are growne melancho- 2s dc (tudio- = 


lick,to be let bloud it they feele a plenitude,and he {7 — 
appoynteth ic to be done tile 1n one day in the ho Te" 
morning and 1n the euening, bur ar cither time 

ſparingly : for he {ayth, 6/oud ts the remperer of me- 
lanchal»,the nonriſher of the ſpirits, and the treaſure of 

bfe. The like tpecch hath Amicen in bis third ca- Mont.medicia. 
non,where he aduilcth men that are troubled with 5#40/part.3. 
a long hingring diicale not to be roo walttull of 

their bloud, becaulc along tourney remaynethto 

them,aund therefore they had neede to gather liore 

of good ſtrength, he addcth this precept, Keepe | 
bloud a5 apretious treaſure. In that quartaine ague ©#-lb.r. 
which commcth ex atrab:le, and 1n otherinfirmi- " Wa: 
ties comming of the like caule, ſceing that the atra TY 

bilis may come as well of bloud or fleame, as of 

choler or melancholy, the black bloud ſhewerh 

that it proceedeth of bloud adult, and cherefore a 

more larger Phlebotomy us :rted vntoitthen 

vnto any other atra bilzs, wl £"%y ſhall proccede of 
choler,fleame,or melancholy adult, But otherwiſe 

the common opinion of Chirurgians (who thinke 

that generally the corrupter the bloud ts,the more 

plenufully they may let i& flow out)1s vererly con- 

demned by Fernelius, You muſt not when the bloud is roruct tiby.z, 


more impure or raw, or is eitranged and departed from metbod.me- 
| his denai capar. 


Ga'. method. 
FT4 4enal l b.3. 
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15 owne mature, then take ſo much the more away, 
after the manner of common bad Phiſitions : but 


how much more the bumonrs are departed either on = 


this-fide, or beyond the nature of bloud, ſo much the 
more ſparingly and lraſurely you muſt let that blond 
flow - and when it ſhall be found to be very farre from 
the forme and ſhape of bloud , then muſt you altoge- 
ther ab:taine from Phlebotomy , for where there u« 
little good bloud , there muſt needs the ſtrength be 
weake .. The corrupt bloud doth feeme very fit 
to be expelled (as Galen fayth.) That which is 
corrupt ts againſt nature', and that ſheweth that it 
oxoht to be taken away. The conſtitution there- 
tore of the bodic' doth ſhew that this ought ro 
be our ſcope and drifc, to cuacuate the marter 


either by Phlebotomie, or by purging, bur on 


thid, lib, 9, 
meathed, me- 
dendrfo!.n0. 
wm mprefſione 
Aid +». 


Fippocrat, 
1.41.23. 
Gal.m«th, 
wecenlib.g. 


» / 
| 70 


%: | 


the other fide the weakenefle of che powers will 
ſuffer neicher of them, How muſt we doe then 
in thele' great contrane occafions? Galen ma- 
kerh 2nfwere, #/e muſt in theſe contrarie occaſions 
and drifts by lutle and little auoyd the bad, and by 
lale and little reitore the good, which healing of 
enill hymonrs' ts called of Phiſitions Epncrafſis, or 
good tempering of s. Why doth Galenthen 
1a the ſane icate a litcle:before in continuall a- 
gucs called tynochi, aduiſe to let bloud <2: Me 
be,uias, vanill the heart faint, as likewiſe he doth 
in many great inflaimmations 12 his comment 
vpon Hippocrates? He ſheweth luſelte rhe cauſe 
tn that > he intreateth of agues, he 
doth appoynt it to quench the vchemene 1n- 
flammanon, and doth mcanc that it ſhall be as 
much as poſſibly the ſtrength can beare. Aſon- 


rn1:5 difcourfing vpon the fifth Canon of Aui- 
cexna, 


-=4 © us 


a 
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cenna, faych, that Galen doth commaund fome- Mozton. medi. 
times to: let bloud que ad ſjncopen : but I thinke © Viinoſal, 
thatin that poynt either he was deceiued, or clle 77? 

that they which did commit to writing his [pce- 

ches (for he wrote little humlelfe) d1d not well re- \ 
member his words, I reade ſoinerunes in Galen, 

that vpon vnlcaſonableand exceſſive letting of ; we " 

| bloud, or any other unmoderate cuacuation , 2 CRIT 
| ſyncope or dangerous ſwouning way-enfue, bur ,atone per 

| I can no where finde that he appoynteth to let ven /eliio. 
bloud »ſque ad ſyncopen, vnto a cutting off of all 7 

| 

; 

: 

| 

: 


l 


the powers by ſwouning. Thefainting vnto which 
in ſome caſes he doth require Phleboromic to 
be extended , is c?lled by. Hippocrates and him 
not ſyncope , but ſomerumes Mntnls, ſometimes Wie Maſs 
melons, and lometumes invwer, Some doe make 1 7% 239» 
endg/z, and words, to be more particular fain- | 
tings of ſome atfc&iops and powers of the heart 
and brayne, and i+-«, to hgnific a more genc- 
rall diſpation of the vitall ſpirits.” But Galens 
words do playnely ouerthrow that fond diliin- 
Aion. For having named the words my} wi Memeto- Gal.1, ad 
| wins 19 wow, hee addeth immediatly : i:a51is in G(hconem 
T#4 ug) inc TOE) (4272 Za TH T4 Th WhuaTret $/owy, am wi a 
| wy w megyue ih, Phiſttions are wont to gine both - 
theſe names to one thing , as they ſignifie indeede 
| one and the ſame matter, And that they both do 
differ from ſyncope, hee doth ſhewe playnely 
when he tcacheth, that grofle humours, when 
by their touglhnefle they doe obſtruft, or by 
their multitude opprefie the paſſages of tran- G./.mertod. 
ſpirations_, they cauſe ſyncopas or ſwounings. medendi 
But if thoſe oroſſe humours do neither obitrutt nor (16.12-cap.5. 


co 


#ppreſſe , then they brins no ſyncopas or ning , 


BY , 
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but they bring a certaine famtnes, h:ch the Grecians 
ca# Lerpoply cla, or Echiptis, The letting of bloud 
even vntofaintiog, which Gale doth allow fome- 
times 1 great inflanimations, and cerraine hoat 
teuers (as Thaue before declared) mult be done 
very warily,and with great conſideration: for ma» 
ny are the harmes 2nd dangers which may enſue 
' thereby,if it be raſhly or vnaduiſcdly praiſed, as 


Galen.methed, 11 One place Galen doth plainely and plentifully 
medendr.lb,g. lay open vato vs: / ſaw rwo men dye in the very 


hanas of the Phiſitions, farnting indeed a-ray,but newer 
recouering againe. Mam although they dye not pre= 
ſently. yet afterward they come to it by the decaving of 
their powers,and if they had bin evacuated nithout dif- 

foluing the ſtrength they ſhould not hane periſhed. And 
" ſome alſo their powers being by immoderate enacuntion 
drſolued, do fall into a long lingering diſeaſe. Others 
for all their life time afterward haue the whole tempe= 
ratzre of their body ower-much cooled being nexer able 
to reconer that harme which he hath gotten by anoy- 


d:ng too much bloud. By which coldnes ſome haxe li- , 


red afterward ill coloured, andwith bad habit of body, 
1:4 eaſily annoyed vith enery ſmall thing, and others by 
the ſame meanes hae bin taken with deadly diſeaſes, 
drop/ier, ſtreightnes of breath by Popping of the lights, 
weaenes of liner and ſtomach, apoplexres,and dotings. 
There are many vnskiltuli Surgeons which doe 
thinke and defend that for the quantity of bloud, 
how much may be ſpared,they neede no other ob- 
ſeruation,bur to let the bloud to runne ypontheir 
rayle, and fo long as they fee 1t to begrofſe and 
corrupt, fo long, to let it flow. It they rake this 
courle with ſoine difeales, they may vrtrterly ouer- 
throw the Rirengeh of their paticar, They _ 

aue 


| 
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? have much corrupt bloud, haue little good; and 
they which hauc little good bloud, mult needs 
haue little firength; and ſuch as are of weake po» 
wers, may ſoone by a great quantity of bleeding 
| recctue ynrecouerable miſchicfes. Galen ſheweth, Gal. de ratione 
that when it hapneth that crude humours are gathered curandi yer 
in the body, a great heed muſt be taken what quantity ke _ 
the th will indure. For the powers bemg already MEE 
diſſolued m ſuch conititmtions of crude humonrs, are 
wont by Phlebotomy to fall into ſuch extremities,as out 
of which they can nener againe be reconered. And 
| therefore a little after he ſheweth what 1n this caſe 
| | his owne praQiſe was : In them which hae a multi- Gal. ibid. | 
| tude of raw humour: 1 do anoyd a little blond, ard do cap.1z, 
ftraightway grue a little water and hony well boyled to- | 
gether ith ſome extenuating thing ,as byſap,vild mar 
ierom, and ſometimes calamint ; and then 1 take away 
a little more bloud, ſometimes the ſame day, and 
ſomerrmes the dav following, in which gining agame 
ſome of the aforeſaid medicins, 1 take away bloud a- 
gaine, and the third day hkewiſe twiſe. Galen otten 4 
when he nameth crudities or raw humours, ſpea= 
keth nor of the two firſt kinds of crudinies, to wit, 
firſt meates vndigeſted, and ſecondly, when any 
hurrfull matter doth not obey the lawes of nature, 
(of which ewo I hauc ſpoken already) but of a In the fift 
third kinde of crudities, when any thick or cold nes 
 humoursdo abound in the body, for ſo doth Galen _ 
deſcribe all thoſe humours to be crude or raw Galen lib.a. 
which are in the body beſides bloud, ofa thick or deſanitate 
cold ſubſtance. The more they depart from bloud *enda cap.q. 
the lefle bloud may be ſpared, and ſometimes they as fa _ | 


Aon” HG a. 


"I ” 


depart fo farre from bloud, as in dropfics andin vu 
ſome agues comming of the abundance of raw hu- | 


NiOurs, 


— 


AMaſſaria, 
148-77» 
Galen .1it 6, 
 Aph-gr. 
A 
ut 2.Ath,g. 
& lib. a. 
de ſanitatc 
turnda, ca 4. 
Gal, mod. 
medend. liv.g. 
cap.11. 
Amurcen,l:b.n, 
feng cap.10. 
Gal. de ratio-' 
ne curana: por 
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movrs, that there 15 nc place art ail left for Phlebo+ 
tomy. If inany place Galen doth deny and forbid 
letting of bleud in abundace of corrupt humovrs, 
(as be doth ſometimes, allorung vato chem rather 
purgings then phleboromie) we muſt accompt1t 
to be done not inreſpectot the vicious humours, 
for Phleboromy ts comon both to good hamours 
oucr-much abounding, and to1ll humours ouer- 
much annoying,itisas Gale and Auicen domake 
it,a remedy both againſt the ſuperfluitie of bloud, 
and alſo againſt the vices of bloud) bur Galen doth 
prohibit it only in regard of the weakenes ofthe 

{trengrh, for ſo doth he expound himſclte ; Theſe 
three ſcopes, to wit, the greatues of the diſeaſe, the 


Strength of the poxers, and flouriſhing age, are (uſjicient 


for Phleboronn : for when ſuch a multitude of raw hu- 
m0Krs us gathered that it forviddeth Phlebotomy, yet 
this my former concluſion 1s not reprooued, for m ſuch 
there 15 #9 ſtrength fit for it. Bur (as he layth atter- 
ward) If theſe tno ſcopes, to wii, the greatnes of the 
aſeaſe, and the ſtrength of 1h: pavers bepreſent, there 
15 20 ſacl or ſo great aboundance of raw humonrs, as 
that it ought to forbid this remedie of Phlebotomy. 
Arnicen, alchovgh infome cholerick diſealcs he de+ 
ny letting of bloud, and willeth ic to be kept for a 
treaſure,yet 11 firmer ſtrength in the cure ofa kind 
of S, Anthonies her commung of burning cirine 
choler mixed with melickoly,faych, Neceſſaria eſt 
Phlebotomia vt vacuetur ſanguis cholericus, Phlebo- 
tomy 15 necciary thar the cholerick bloud may be 
auoygcd, Galenalſo alloweth lerring of bloud nog 
only 1n continuall agues comming of blond 1nfla- 


- med, bur allo in that buraing feuer called Caxſo, 


conuntng of choler putrifying in the yaynes, as 
| MMafſrria 


—— ————_— 
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Maſſaria doth prooue our ofthe ſecond booke de Maſſaria, | 
,and our of his words ypo the Aphorifines, P225>- | 

which arc theſe : I» moſt burning agues a of ary. | 

bloud enen vnto fainting doth ſtraightway coole et 7 

whole habit of the tf and exti Grief, an 

alſo in t 6s wont to ſo 

and EEE to flow, by which deede 

ſome are altogether delinered from their ague. And be 

doth confirme italſo by the teſtimonie ofthe moſt | 

auncient and excellene PhiGion Philorhees, who 

commenting vpon- the ſame 'Aphoriſine, vſeth 

theſe words : ay we may —_ exen vark Philchaw 

fainting, it is manifeſt that it ts in them who are ſiek.of ' comme 

| gs, yet not them all, but thoſe in whom in 1.Aph.23s 

the powers are ſtrong. But why dowe let bloud in them | 

exen onto fainting , ſeeing that burning feers are 

kindled by bumonrs ? The putrefattion con- 


f none ego ified, and the 
Rein of pe quality being let enen vnto fain- | 
ting dath both dino _—_ _— of the matter, and 


Fafa extinguiſh and inflann 
ang of wok conrage the ror oers/ 
Nag andy conuince na ſame by reaſon, 
ray ry by bloud breaking out at the noſtrils, 
d burning feuers are ofrentimes healed. 
Thoſe Phiſitions « which are of opinion that in this 
burning feuer bloud muſt be let only alittle for ce. 
ucntilation from foure to fixe ounces, / _ 
l farreleſſe then that which doth bri 
ages © orfainting of courage (whoſe ad Wn 
ich I have mentioned in the ſecond YideBrigthi 
firſt booke) I thinke they do coun+ therapewticant 
Cleeraty in reſpe&t of the weakenes of the x" 
powers pe oftentimes doth accompany this j7;2, 15, 1,44 


I feuc r; pags1 1; 
— > Rp ——_—_—_—___ | 
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 feuer, and then they difſene-notmuch from Pholo- 


; thens, who dothnot permit lipothymies in all; but 


Talen 2: 
© Emd./c az - 
ap.a9, 


Sal. ed Glaus 
6x00 lib.1; 


:4p.Ul, 


| onſymthem; whoſe yertues and powers are firme 


andſtrong. Wherher the humour be moge thinne 
and (97 9 hy Doris =. gi in phren- 
zieszor whetherit bemorecold or thick, as inap 

plexics, epilepſies, and tethargies, have ſhewed 
m my firit booke, that Phleboroimy may hane in 
them a profitable ve. Galen (when all other Phi- 
fitions withſtood him) did let a woman bloud ple= 
tifully, when the bloud came out 1n colour 'and 


thicknes ike to liquide pitch ortarre, In 


ing of avaine aneſpeciall conſideration 


| x; 
'* be had what humour it1s that doth moſt indanger 


the diſeaſe, For in fplenetick infirmitics it 1s profi- 
tablero auoyd well the thick melaneholick bloud, 
and ro ſtay 1t if it'be thinne; becauſe the thinne 
hath'a good neceſſary vſc, the better to keepe the 
thicker from obirutions: bur ſhll = chi - 
ſpect muſt be had of the ſtrength of the party. 1 

ebloud benotathick black tanchollk bload 
cauſing ſome melancholick difcaſc, but otherways 
corrupted,and greatly degenerating from the na- 
ture of bloud, Phlebotomy alſo may take place, 
but warily and fparingly , and per vices, by little 
and little, d1miniſhing the ill and reſtoring the 
good, cucr aſſuring our ſclues that the lefſe Rore 


. there is of bloud, the more feeble 1s the ſtrength, 


and in no wiſe thinking that the triall of the bloud 
appearing ill ypon the thumbe,may be a ſufficient 


warrant to the Surgeon,to corinue the more bold- 


' Iythebleeding of his patient. Cold conſtitutions 


may not endure much diminiſhing of bloud, and 


thoſe hporthymics, which Galen and at 
0 


k ai AS. as 
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doallow ſometimes to coole in extreame heares, 
are ſhore faintings for a-time and nor verer de& | 
tetions:and or of the ſtrength and +, | 


- 'Tfrhe bloud beJothto come; Fathſizis de- 
clarerhcheſc helps : ficft; vnlooſe alittle che band: - © 


let him clutch ſome nn 1fh his 
hand:didwnetogether: thirdly, lerhun force him- 
felft cochem and cough; and lait of all bath the 1n< 
ciſjionwnth warme water, Some do accoaipt.it the 
e | to make the yayne to'appeare 
well; doillgo makechebloud iſſue well, isto lap a- 
urthtlowerpart'ofthe arme from the place of 
hon downewantahoarlinnen cloth three of 
fourerinies folded, »q 5! 77 Mgr 042i Takr | 
Vs WA akuanQ 1157 1b omen 21 
- 101 abut 15436 2112 1C WAP, lang 37) > 6 


reſt; (orhat no Pare:may/be/pur tb ; 
wiwy4labour.' Moron vporn the tenth Canon of Mont.medici 
AbliConrea it per- wninerſ.yart. 
fourmed ifthe layd ha bed - 
the inflruments of motihn beginning from * 

| the ioynts of the back-bone, 4 of _ 
hom that lyeth upon' the back do reſt; and. Uo ſuffer morn 


violence. Fuchſin is of the ſame iudgementy B# 
. | I 7 the feft.s 


4 


_— —_— —_— "—_ = Ny.” 
| , al 
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the _ vpward, that all the 
leane the 
ELLESES i 


04, medendi if the to faint away, it will bea 
br.2.cap.16, — 47 Pr Re 7 AER noel 
hn 6 acloth or peece of 
ry 094910 WK on Apr, v8 
Penang 5 rp a vomit; But 


way deeded Though in i cheating 
parry mane Suns celnge to _—— Te Salman 
_ Loy aaa reſt, quies, oft 
xr lidefor- 


wchſrus inflit, Th 
b.2.ſei.F, 
0.12. 


and-yrthin rang 


- Inflit, he may Gel le let blond muft have 
\ —_— . care, that (as Fachſau layth) he auoyd all fron 
bours 
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labours and contentions both of body and of 
mind for certaine dayes following, and thart he vic 
fora while an exaR diet, nor beginning raſhly or 

dily with coo muchat the firit, bur increaſing 
by lirel and little, leaſt if hefall roo haſtily toafull 
dict, cither the naturall heate being duniniſhed be 
not able to concott it, or elſe the vaynes being 
made more ic ſhould draw into themſclues 
thoſe vndigeſted crudities. Afontanrs interpreting Aqgutamus 
the ſeucnteenth Canon of Awicer, graunteth,that in Car.17. 
they which are of ſtrong powers, and of a hoate Amcome . 
ſtomack muſt be fed, becauſe their hoat body doth _ 54 . 
conſume much nouriſhment every day , but he ; 
fayth, they muſt be fed with an abiding and ſubitay- 
Er my ch us of qui 
nouriſhment, becauſe ſuch quickly be con- 
EE TOES Gine wntoaco 
labowrer the fleſh of chickens, and it will ftrai mh 
reſolned and turned into fumes and chaler. Anicen in 
that me doth appoync = meate either to be 

coales,or to be roited ſpeedily with a quick 

jr wir {ragpaoties yoo s. out Ay after 
conſumed, mrs, - Naulla caro eft dete- 
ror paxulatim ater ,quia interiu & exte- 
—— There is lth wars then thae 
which 1s _ I it hath the 
moyſture vp aswelin as outwardly, 
we muſt Nb. fuficientty either roſted or boyled : 

as Galen ſayth, It is not poſſible that either bread Gal. lib, 4, de 
tos little bakgd,or fleſh efUy boyled ſhould be well [anitate tmen- 
and profitably concoftedin the ſlomack,, His purpoſe #2 *%*: 
1s 112 that place to ſhew what dict a man muſt 
keepe when for ſome inflammation he hath bin 
let Firſt he will haue him for ewo or three 

RES A... 


{ 


'uchſInfit. 
br.2, ſees. 


ap.13. 


full inwa 


_ - a. oo. ates 
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dayes to abſtaince from wine, and to vlein the 
meane time ſomerimes ptiſane, and ſometimes. 
other drinks moderately cooling, orif in the third 
day hetake wine,itmult be ſmall and whire,vſing. 
for a whnle adiet that ſhall nouriſh good igices, 
but in no wiſe procure ouer-much-heate't's But 
chiefely of all we muſt take heed. of nouriſhing againe 
roo plemrifudh at the firſt, for rbey which pon ſuch = 
nacuations do returne traightway to their former diet, 
hae their habit of body filled with raw hamonrs,which 
the whole waight of the body doth dra intoit ſelfe be- 


fore they can be well digeſted in the ſtomach and in the 


vayner, andtherefore we muſt nor fill the body 
haſtely afrer Phleboromy , nor ouer-charge any 
part with more then ir may beable well to con- 
co, cucnasit the body be waſted and conſumed 
_ long abſtinence, earn to 

1c againe roo plentifu as Galen 
there) Mary —_— haze ed eng 
rage 
into t 


they gather many 
ger therl mo WI Fuchſius doth Ty 
abuſe amongſR 

mi nt 5 wous Ce er nr crmon - 
m atch carow- 
ſings and excefles : Dereſtable is the cuſtome of 
the Germaines, which for the moſt part doneuer 
feede more ſumpruoully, nor drinke more libe- 


rally, then inmediatly after bloud-lecting. And 


not on nr that is let bloud be care- 
: for bis deve, bs but alſo outwardly he 


muſt apply her fomentations, cataplaſmes, and 
oyntments, as are moſt fit for thegriefe, for the 


which his yayne was opened, For tis 4 _ 
an 
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and fond conceipt of many, who thinke thaz if 1a; 
leurifies, or her inflammatzons, of che lungs, 
mer,raines,or other parts they once hauca vayne 
opened, they neede nor then to take any further 4 ER 
care, Ifthere.be any ſuch in zation or 1mpo- | 
ſtume, there muſt with Phlebotomy many out- 
ward applications be alſo annexed: As firlt anoyn. Mcthodur ger | 
tings and plaſters made of things, called <1%a, 7e74/ss curands | | 
anodyna, which do ceale payne and griefe, as oyle aro 
of camomull, oyle of dill,meale of barlcy, meale of jv 
beancs,fengreek,ducks greaſe,capons greaſe,oyle 1. per «/11a 
of tweere almonds, wormewood, mingling with dolorem ſe- 
them ſome cooling tlungs, as oyle of quinces, oyle aailia, 
roſet, or olexom omphacinum , vnguentum roſacewn, 
or vnguentur ſantalingns. If theſe preuaile 'not, 
then it the nmpoſtumation haue necde of fuppu- 
rating to be brought ynto matter (as it hath if the 
paine being not able to be aſlwaged do increaſe 
more and more, for theaugmenting of the paine 
ſheweth how long you mult vic ſuppurating 
things)to heip ſuppuratio,make your caraplalines 
or oynements. of ſuch things as they calliemiourm, 2. P27 wy 7 
as oyle of lillyes, freſh butter, hogs greaſe, gooſe —_—_ teak 
greaſe, mallowes, marſh mallowes, brookchme, _ 
wheate mealc, oyle of camonull, oyle of ſweerte al- 
monds,mirrh,frankincenſe,and ſafron,or in ſtead 
of theſe diachylow cum gummi Vigonts. But with 
thele,if the payne be very great, you muſt alwayes 
loyne ſome aſtringent things, as roſes, plantaine, 
the meate of quinces, and the oyle of maſtick, 
Whe the matrer is 5x dey: which is knowne 
| by the decrealing of the payne (for as Hyppocrates | 
ll nh, 0-4bb07- 2h the mater in rung) | 
| the paynes and the feners aregreater, then when its © _ 
'". "014 already 


” 


Vos Tt 
vellentia &r 
extrabextiia. 


, per tens 
2n1em ter- 
entia, 
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oy ripened, ) then breaker by applying out= 
'« EC 


. Per i myvg . 
<4 S- - ward 


y ſuch things as arc ifevrns 19 dvenyg,as dours 

ing, muſtard feed, netrle ſeed, leauen, rootes of 
briony, hermodaQyls, and old oyle, with a little 
rurpentine. And at the time ofthe breaking, take 
1mwardly ſome of a decoRion made of fumuterre, 
and rhe roots of germander,cating ſome ſale thing 
_= it, and lying downe vpon the ſounder fide, 

ſo at the ſame time hold in your mouth a pill 
made of three parts, hiera picra, and one part cols- 
oynthis, to caule a forcible ſpitting,not ſwallowing 
the _ zbut holding it awhile in the mouth. When 
itis broken(which will ppenre by manifeſt fignes 
in the yrine, ſiege, or ſpittle) then vie thoſe things 
which be called js, which do mundify & haue 
a clenfing force,as inwardly hydromel or honyed 
water, with the decotion of barley, hyſop, hore- 
hound, chichpeaſe, licorice, and ſome red ſugar- 
candy difſolued into it : And if there be an ague, 
then you muſt mingle alſo with radar, no 
foure great cold ſeeds, the won cuc wy 

ourds, citruls, and ions. You may a 

alſo outwardly a Matter exads of ſome of your a- 
forelayd decoRion, adding to it the meales of 
beancs,lupins, and barley. The influnmations of 
the lungs (which are knowne by a difficulcic of 
breathing without payne, and by a grauitic and 
diftenſion ofthe bulk with a ut without 
dns a 6 anger jo 
langs, being « GENIE the brefſt, be 
inflamed) are clenſed by ſpittle, and alſo by vrine, 
and by fiege. The inflammations of the hollow 
part of rhe liver (which are knowne by a great 
payne ſomewhat lower,and by an aptnesto yomi- 
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ting and —_ of meate, but ioyned withan 
unmoderate thirſt of drinke) ate clenſed beſt by 
the fiege. The gibbuu hepats, \ uns5 rt of 
the liver bending ſomewhat compa f work 
ward, ioyning tv the midriffe, our of which the 
hollow vayne dothifſue, if it haue an impoſtume, 
Gn being very great will appeareto the hand- 
Ing, vnleſſe the body be ouer-tat or fleſhy, or elſe 
it is knowne by a payne of the right ſide reachin 
vp higher towards the throate, and cauſing muc 
riefe in fetching breath) is clenſed beſt by vrine. 

he inflammations of y raines (which are knowne 
by a payne neerer the back bone,and an aſtoniſh- 
ment of the loynes and thighs on the ſame fide 
that the kidney is inflamed, together with ſome 
vomitings, and with vrines, often, but paincfull) 
when they are fit for clenſing, areclenſed alſo the 
ſame way, to wit, by a moderate vſe of the diure- 


tica, or things cauſing vrine, asthe rootes of gar- 
den "_— » Petroſelinum Macedonicum , knec- 
holme, , Or eleltnarizm Inftini, but re- 


membring ſtill chat if there be an ague, you ioyne 
with them the aforeſayd great cooling ſceds, or 
the leſſe cooling ſeeds, of lertiſe, endiue, ſcariole, 
and purſlayne. If the inflammations be of the 
if leene (which may be knowne and felt by the 

elling of the left hypochondrixm, about the ſhore 
ribs on the left fide) and do ſuppurare (which hap- 
neth yery ſeldome) they may clenſe the ſame way 
that the liver doth, but youmay do well to adde 
tothe outward receipts the oyle of capers,and the 
oyle of tamariske, If the iffammarion be a pleu- 
rihe(which is knowne by a pricking payne ioyned 
with the ſhortncs of breathing, and a cough and 
conti- 
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like a ſaw) y 0u- may | 1x.10 
ſuchthings as doc. beſt auoyd the cauſe of ir. For 
| Gallibr.de Galen | | tides ex ſanges 4” 
| conflitutione lian x bile , aliam ex pitta ortum habere, That 
rp dice. ſome pleurifies do come by bloud,ſome by choler, 
Ser yt bus and ſome by fleame- Fuchs and Trallanw mA 
de pleuritide. {ometo come of melancholy, but Trincaxel ſhew- 
Trine.inex- th, that thar moſt needs be either neucr, Or very 
[arent , (cldome , becaule melancholy-is of 2 
g— ne * earthly ſub{tance and can hardly paſlc into that 
ſebr.left.q4- thick, ſolide 2 :nnic membranc, which doth 
Trinc.de ratio- vnderbinde the ribs. He further Jeclareth, that t 
"« curand; commeth moſt often of choler, according £0 at 
o74 tg — of Galen, yen —- is fs a ſe 
4 dept: Jt peripneunmon'a 4 4 pitmitoſo, molt part 
Chaps a pleurific commeth of a cholerick humourz and 
& 12. the inflammation of the lungs: of 4 legmatick. 
What things do beſt belp tbe 3v®Y of chele 
humovurs, you (ce incheend of the Chapter 
next & of all, when ce marter an 
| cauſe of iwpoltwnes is clenſed aways YOu maſt vic 
'q, per nannuts novo x9 inwemugs thi that doc conglutinate, 
2g Inc cobſolidate, heale, and cicatrize, 85 inwardly ſu- 
conelutinanti© gar rolate, bolc armine perepmrodanns lictle of the 
ns.” JecoRion of cumfrey, Du" outwardly ole roſet, 
* oyle of myrtils, and the white of an ©8ge» adding 
(me bypociiFis » a6a7ia » COAT? h , mattick., 
aloe, ſarcocolle, + draconis, and frankencenſe. 
Ic ſhall be goodallo £0 Jrinke ſome of a dec | 
of v herbs, as ſanicle, bagle, {cl es 
herb two pence, 724 aurea, great Valerian 
padelion, ayned, and againc boyled with ſome 
. 3 | {ugar. 3 (430% 
; CHAP. 


"oy « < BNE.. 
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812 | 
CHAP.'10. 
| rf 

How defets and erronrs are to be ſupplyed and amen- 
ded and how the Phiſtiau or in his abſente the Chi- 
ruroian may know by the blaud being alittle while 
nn what conrſe 34 further ta be takgn with 
thepatient. Oo rt 


, Alen ſheweth,'that'a certayne young 
Phiſirion (for according to the french 
prouerbe,. fexnes medecins cymitieres 
> [ſues ,' VIEWX Procurenrs proces tortns , 
Young Phthitions and old aduocartes, -the one do 
make vneeuen charchyards, and che other many 
crookedaRions) when! hehad bound thearme of _, 
his patient, and by the binding an artery did ap- ,,.,,,,,ub.s, 
peare high vp, he ſtrake the artery 1n ſtead ofa 
vayne,, 4 yellowiſh bloud and thinne and hoate did 
ſtraightwayes ſhoote out, and that with a certaine lea- 
ping and hipping . Galen when hee vnderſtoode 
thereby that an artery-was cur, did firit apply a fi 
plaſter ro ſtay the bleeding, andafrterward an o- 
ther to heale the 1ncrfion, tor he defendeth there 
and auoucheth by his owne experience, that a 
wounded artery may be healed. Fach/i doth in- 
terpret, thatt«% «uz, which commerh out of ar- 
teryes, to be [anon rubicundus & igneus, a firy red 
bloud. Fernelixs thinketh; thar the ficteſt plaſter Ferne!. me- 
tolay vpon awounded artery, is, to be made of mg" 
aloe, myrrh, franckencenſe, bole armine, and the *** 7 
white of an cgge mingled with the hatre of a hare. 
Galen appointeth.the plaſterro remaine on foure [1 
dayes wichour remoouing. And in the ſameplace . ©; 
doth 


— 
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doth np eſpecially, that whatſocuerislayd to 
a wounded artery be of a very drying property. 
So much doth the artery require more drying thing! 
then CITE Inns of 4 more dry con- 

a finew or a muſcle be pricked, there 
will follow an aſtoniſhment and a conuulſion 
or crampe, orelſc a great payne, and ſome ſwel- 


Fernel.5b,z. © ling, and in this caſc Fernelixs ſheweth our courſe 


metbod,me- muſt be, not to ſuffer the wound to grow 


deud. cþ.15. ther vnull it be firtt delinered from the inflam- 


- 
w:i's & yy ..c 


% 
» 
. R 
_ 


mation and ſwelling, and the way not to ſuffer 
it to grow together, is, to bath 1t with warme 
—_— After three dayes 'you may ſuffer it to 
ale ng n it a little | 
mingl Th Bhndarks: Fernelins —etintty 


ute after doth ſhew, as doth likewiſe Fuchſine, how 


by the bloud hauing alittle while reſted, wee 
may much perceive what 'humour doth moſt a- 
bound 1n the patient, When the ſawcers where- 
in the bloud 1s ——_— haue bin fet vp ſome 
 Ietletime ina place where neither wind nor ſunne 
becames may come vntothem,ifthe bloud be thick 
_ —_—— as is _ cauſe of Jay 
it will ſoone alc together, and bein 
rouched, it will Rick fmmaelin ro the finger. If i 
be long in congealing and waxing. hard, then is 
the bloud to be accomprted very thinne ; but if 
when it is cold it waxec not hard ar all, then 
1s it all together cicher wateriſh, or putrifyed. 
Much whaytſh and yellowiſh water {wimmi 
vpon or by the bloud, doth ſhew exther too muc 
vicof drinking, orthe liver weake, or the raynes 
feeble and obitruted. The ſpume or froth that 
ſwinuncth yppon ir (vnlcfle ic come þy the vio- 


lence 
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lence of the flowing) it ſheweth the heate and 
inflammation of that humour whoſe colour it 
caryeth, as the red froth ſignifieth the heate of 
bloud, the yellow of choler, the white of fleame, 
and the blackiſh and blewiſh of melancholy. 
The —_— of oa nd. red, is a 

ne and .If it bepale, 
Manic choler ; if white, fleame; rar 
niſh, burnt choler ; if of a leaden colour, perni- 
cious melancholy ; if it be ofdiuers colours, then 
it 1s ſhewed that diuers hamours: doc abound. 
There is ſometimes a certayne fatnefſe lyke a 
ſpiders webbe roy - vpon the bloud : If ic 


be in a full bodie, it a bloud prone 
ynto fatneſſe; bur if it be 1n aleanebodic, it com- 
meth of the conſuming and waſting thereof . 
If the bloud doe ſmell 1ll:(as-it falleth out bue 
ſeldome ) it 1s a figne of a very great 


tion, Ferneline ſheweth, how in the bloud you F*26u 


may bchold all the foure humours ,, Cum 
«bſrmile, bil eft tenuis & florida concreti ſanguints 
pers ſuprema,, melancholia ſubſidet , ſanguts ruben= 
tior & pernita /pallidior media tenent : When the 
bload is congealcd,.there are five things offered 
vnto our view. The tenue ſerum or whayiſh part 
ſwimmeth'vpon the tep, much like vnto vrine. 

The choler 1s the thinne and flouriſhing hi 
of the congealed bloud. The mclancholy fal- 
downetothe bottom. The bloud is theredder 
part, and the fleame 1s che whiter part of that 
which doth poſlefſe the middeft berwixe the cho- 
ler and the melancholy. Galen ſayth, what ſoc- 
uer is moſt ynuous & li a —— 
ats 


methods we- 
dendt lib.2, 


6aþ.3» 


Gal.lib.2. _ 
decriſibus. ** 
Capel 3s | 
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bur what is molt grofle, and as 1t. were dregges, 
which by ouer-much heating 1s dryedvp, that is 
melancholy. Ferzelizs doth aduile vs not only to 
warkethe colour and contents, but .alſowhen the 
bloud+hath fcreled awhile, ro compare the little 
baſins one with another, If allbe like, wr is ikely 
thatallthe reſt in the body 18 like vnton;andthar 


- onlythe mulrituide vid offend. For alchough the 


Fernelixs 


thidem. 


bloud be neuer fo good, yet if it be in oner-mach 
plenty, xx may greeue the body, offend rheſcnſes, 
and bring very many dangers. Ifall che bloud be 
Hl, or if the firtt be good and the laftill, ir ſheweth 
that many humours do yerremayne-tobe rooted 
out by good diet, and by fir cuacuations; orelſc if 
the bloud-lerting be 1n-a great inflammation, | 
then the laſt bloud- being worſe thew the firlt; * 

doth often dzclare;-that the'vcry matter of the - 
diſeaſeis auoyded, and che evacuation madetfully 
complete. So'hkewiſe if the laſt bloud+be better 
then the firſt; ir 15 a good ſigne of a perfe@teuacu» 


ation. Af the bloud: be'powred afterward into 


warmewater thartherſubſtances of it may be ſe- 
vered one from an-other, it will declare much vn+ 
to vs./The whayth chiane part will be ſo-con-+ 
founded with che warer,rhatyou can not diſcerne 
the one fromthe ovher. The thinner parrot bloud 
will alio be mingled wich-the water ybur yer ſo, 
that by the colour theecof you may haue agood 
wdgement -of che hature of the humour. The 
thicker and fibrous part of the blond will ſhrinke 
ro the bottome, which ſhall be 1udged ro be pure 
and agreeable vnto nature, if it be bright, thinne, 
fomewhar whitiſh, and cleauing well rogether z 
bur if it be thick, it declareth that the bloud _ 

Y 
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body is thick. If it be black or infeted with any 

bad colour, ieſheweth with what hamour y bloud 

1s oppreſſed. If it cleanenot together but do cafily 

fall aſfunder, it is an argutnent of very great pu- 
erefation. When thus the humour abounding is 

knowne, and therewithalla\coth{ideration had of 

the ſtate, quality , and nature of the diſeaſe, if 

it be found' thac there is ſhll a continuance of the 

payne or griefe, then muſt 'we"either vſc thoſe 

things which do gently corre the hamour ap- 

pearing to abound, orclſe (if time and occaſion 

require it) harken to that praftife which Fippo- 

crates doth commend in'thany of his writings (as 

Galen doth yew hp of him) When humor: art pan p 
increaſed with a"inſt proportion amongit themſelues, "300.9, 
rajiv ature bu br by Syrnaty recs when | 
ſome one humonr amongft the reſt is ſuperfinons, then 

doth he gine a fit acdiive firthe jarjing of it. If 

Choler abounding do yet annoy the body, theh How to auoyd 
either delay' it with ſjrupme acetoſis, ſyrupe of ti cb: 
mons,and fyrupe of citrons,or with ſome brothes 

or drinks wherein are boyled lertice, purllaine, 

endiue , the white flowers of water-lilly, ſorell, 
Rabwoort, and dandelion, ioyning them 

ſome ſperage and germander; orelſe purgeit, ei- 

ther with ſome ſimple, as Rewbarbe a dramme, 

or caſſ}a an ounce,or manna'an ounce and a halfe, 

raken either in ſome of the aforeſaid broth, orin + 

a decoChibn of Pens and prunes, orelſe by a - 
compound, as ſyrupe of roſes two ounces, or 
pt pions KL Rhababaro one ounce & a Vs, 

or dizprunum compoſitam, or diaprunis laxatine, or 

by eleftnarinm de ſucco roſarum, any of them alutle 

vnder helfe an ounce. If ſuperfluous fleame do 

iceme 


, 
_ . "Y _ es 


— 


How to auoyd 


? 
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hore , lyrupe ot mayden 


water , wherein are 


1 either with as with infuſed and - 
nedagarick about three drams,or with fares 
about ewentic graines, or with e/aterizm as much, 
being well gathered light, white and bitrer, or 
with cichyaall leaues dricd and prepared, one 
Cn nn ee em 
der of biera picra made intopils, wi 

> 7 5 lr _ about two.drams and a 
halfe, or by pils de twrbith, or pillule fomachice, of 
either one ot them about one dramie, or diacar- 
thami balfe an ounce, Or if the diſcaſe haue bin ſo 
ngering, and the huwours be become ſo tough 

y, that ſcammoniate things may be y- 


ſed, you may gi of Diomnings® , or of elettua- 
fo hs net one of them about 
halfe an ounce. Where I vie the word (about) my 
mcaning is ſtillchat inthe young, or 1n the yery 
| m_ os pear an a onto 
m er ſort alittle more | 

here ſpecifycd, but otherwiſe yſually and com- 
monly to ayme, as neere pigs ar ory be 
and dofis here mentioned & preſcri 


melancholy, choly abounding do ſceme to aggrauate the im- 


Y 


v >. 


PRt. then either auoyd it without purging 
y ſyrupes of and bugloſſe, ſyrupe of agri- 
mony, or ſyrupe of fumiterre, or by ſome broths 
or drincks wherein are boyled baulme, roſemary, 


and the flowers thereof, tamnariske,dodder, harts- 
tong, 
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toong; the foure cordiall flowers, to wit, of roſes, 
violets, borage, and bugloſle ; alfo capers, and ce- \ 
terach, called of ſome fingerferne ; or cle purge it 
eicher by a ſimple, as by Sene in powder one 
dramme, or by Senc in decoRon halfe an ounce, 
or by polypody or epithywe, of cithcr of them a= 
bouc halfe an ounce, ſteeped, boyled, and wrong 
out, or by black Hellebore about half a dramme, 
or by lapis Armenius waſhed adramme; or clic by 
ſome compound, as by diaſena Nicholai,ſomewhar 
morethen halfe an ounce, or confettio Hamec ma-- 
for about halfe an ounce,or ſjrupus de pomts Rond:- 
| tety aboutan ounce anda halfe, If mixc humours grow ro avoyd 
doaffli& the body, then either to mitigate them mixrhumours. 
compound your atoreſayd fyrupes and decoCti- 
ons, taking one moity of one, and an other cfan 
other, or otherwiſe proportionably mingle them, 
as the humours do more orlefie abound, or elle to 
purge them,do the like by the forenamed purging 
reccipts, or take of Diacatholicum ſomewhat more 
then halfe an ounce, or bjera Ruff, che quantity of 
a cheſnut difſolued in broth, or1n pills take p:/lu/e 
aggregatiue,or pillule de tribus,of cither one of them 
abour a dramme, At what times theſe and ſuch 
other hke purgings ſhall be accompred moſt fir, 
and what ſcucrall circumſtances are to be obſer- 
ued therein, as well atthe very inſtant of the mi- 
niftring thereof, as alſo in the preparing of the 
body before, and the guiding of ir after, Theſe are 
poynts which I do handle at large in the Cathar- 
tice, or ſecond part of the great Phifick remctics 
mentioned in my Preface : wherein as I haue a!- 
ready gathered molt of the chicfelt axtomes and 

K - aphori{mes 


130 The ſecond booke of 
aphoriſmes out of many famous Phiſirions ofall 
ages, concerning thele and {uch like queſtions ap- 
pertayning to the purging cf humours, and 1n 

lome ſort alſo diſpoſed them ; ſo do I purpole 
allo (godwilling) ro deliuer them here= 
after to the view of the world, 
as ſocne as leaſure ſhall per- 
mit to tranſcribe, and 
friends aduiſc to 


publiſh, 


Soli ni, trinoque deo fit tota tributa 
Lams, cuins captum dextra ſecundet opus. 


FINIS. 


STOR 1077; 
= : 
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UN CO CO TCO CO CS 
The Jnaex, | 


The queſts and matters concerning letting of 
* bloud have no neede of any Index, fecing they 
.arc in the Preface tothe Reader gathered into 
a briefe ſumme, and the Chaprers poynted out 
where euery particular 1s handled. But foras 
much as many diſeaſes and griefes are touched 
here by occaſion and obirer 1n ſundry ſeuerall 
\ places, that one place way the better explane 
an other, and ſometimes alto fupply, confirme, 
and ſecond one an other ; and morcouer that 
| the Booke may be more readye for the vie 
of the reader, I have thought good to adde 
alphabetically the names of che 1nfirmicies and 
impediments, for which in thefe two bookes 
arc found many counſayles and remedies. 


A. 


Agnes diaries Pag.12 .4. 

Agnes contingall of bloud inflamed p.6.70.108. 

Agnes burning p.11.12.113. 

Agnes 29s! 6, 

Agnes quotiaians p.65.17.4. 

_—_ tertians exquiſite p.16.17.21.2 2. 

[gnes tertians baitard p.19.22. 

Agnes quartaines p.18.16.21.23-4-I07« 

S. Anthonies fire p.112. 

Apoplexies p.44. 

Arteries wounded p.103. & libacap.g. F 
| K 2 Bladder 


The Index, 
B 


Bladder inflarzed Pag.100.101, SS we. 

Black choler and melancholy, hav differ þ- 20.19, 
I 07. 

Blond abounding how knowne p.57.58. 

Bloud oxzrgroſſe and thick /p.64.113« | 

Bloud corrupt P.107.108.110. T14+ See humonrs 


corrupt and raw, 4 p 
Burning fewer P.11.12.113, 
&:Q. 
Cacochymia p.s 9. See humonrs corrupt. 


Cachexia p.y 2. Seehabite bad. 

Choler abounding how knowne pag. 58. & bib. 2, 
c4p.10. | 

Choler abounding how auoyded and purged books 2, 
Chapt. 10. | 

Choler azoyded by bloud-letting p.22.27.112.113» 

Children what to take in ſteed of letting bloud p.73.74- 
75.76.78. * 

Coftrurneſſe how holpen by cly;Fers p.69.70.71. 

Colick p.45+ 

Concoltion wanting bow knowne books 2. chap. 5. 

Connulſrons p.43+ | 

Continuall hoate fewer p.6.70.108. 


 Crudities p.111, Seeraw humonrs. 


Crudities how kyowne booke 2, chapt.5, 


D, 
Diary feuers Pag.13.4- 


Dropſey p-45-5%: 
: Edtts 


The Index, 
E 
Earerpayned p.101. 
Epiala fener p.16, 
Epilepſies p.44. 
Eyes payned p.10.1 


F. 
Falling ſichkneſſe d.44- 
Feners of ſundry kinds, See Agnes. ; 
Fleame abounding how knowne paz. 8. and booke 2. 
chapt.10. 
Fleame abounding how awoyded and purged p.67.69. 
and booke 2. chapt.10. | 
Fulneſſe or full habit of body p.2.57.98, 
Fluxe: of body p.79.80. 


G. 
Gall of ill conftitution p.62 . 
Gont p.47-48.49. 


H, 
Habite bad p.52. 
Heart payned p.100.101. 
Heart fainting, See ſmounings. 
Head-ach p.tor. 
Head inflamed Pag 42.110. 


Hips payned p.1 00. 
= At —_ and raw whether admit Phlebo- 


romy p.51.52.60.65.66.67.71.107,108.110. 


IIl. 
| L 
J Lamndiſe p.g2. 
Inflammations and impoitumes how qured books 2. 
chapt.g, on 


Intempe- 


= 


< _—— — — * QA þ 


Intemperancy p.60. and books 2. chapt 9. 
Itches p.5 1. ; 
" d 
Kidneys inflamed cauſing fone p.3,9.47. andbooks 2. 
chapt. g. 


+ Kidney: inflamed p.100.101. 


L. 
Legspayned p.-8, 
Leer hoate and ſtomach cold p.50. 
Liner inflamed p.100.101. 
Liner inflamed in cano books 2. chapt.9. 
Liner mflamed in gibbo booke 2. chapt.9. 
Liner full of blond and choler cauſmg plenriſie p.42+ 
I 00. 
L oofeneſſe of body p.79.80. 
Logs inflamed p.35.100.101. and books 2. chapt.g. 


M. 


Melancholy and black choler how differ p.20.19, 

TYP abounding how knowne p.s S. and books 2. 
chap.10. 

M, -larchel ly aboundmg how purged and anoided p.107. 
and books 2.. chap.1 0. 

Melancholy windes p.44- 

Mixt humours how purged books 2. chapt.10. 


N, 
Noitrils bleeding ſometimes ill p.75. ſometinzes good, 
P-39-40-114- 
Old and lingering diſeaſes X IO5.IO7. 


Gld age whether robe let bloud or no p.72.77- 
Palſies 


The Index. 


P. 

Palſies Fag 43. 

Phrenzies p.27. 

Plague or pestilence p.23.25.26, 

Plenriſie vpon what ſeuerall cauſes it commeth p.4%. 
and booke 2. chapt.9. 

Plenriſie when and how let bloudin it. p.3 1.35.3 7-72 
98.99.1006. 

Pleurifie when not let bloud in it p.3 8.2 9. 

Pleuriſie how outwardly holpen books 2. chap.g. 

Pulſes diftempered what ſignifie p.9.10.11.106.7. 


Onartaine feners. p.16.18.21.23 .4-107+ 


Quinſies p.29.98. 
Quotidian feners p.65.17.4+ \ 


R 


Raynes inflamed p.100.101. 

Raynes inflamed cauſmg ſtone p.39.47. 

Raw humour whether admit letting-bloud p. 5 1. 52+ 
Go. 65. 66.67.71.107.108.110,111. 


S. 
Scabs p.51. 
Scurny p.5 3. | 
Spleane obitrued p.44.53.100.101. 
Spleanc inflamed p.39.40.booke 2.chap.g. 
Splenetich bloud p.23.113,114. 
Spitting bloud p.3 4.38. 
Spirits inflamed p.7.9. 
Stone in the raynes p.3 9.101.100. 
Squinancies p.29.98, 

Stomack. 


—— 7 


The Index. 
Stomach weake and looſe Pag.62, 
Stromack mpure p.64.69. 
Strength frying f-109. 
Sweating ſickneſſe p.26. 
Swounings p.52.63.79:109.110s 
Sufi gcation P23 F« 


' Tertian fener exquiſite p.16.17.21.22s 
Tertian fener baitard p.19122. 


V. 


Vomits how to be made when the ſtomach 1s impure of 
moleitedwith corrupt humonrs p.6 4. 69. 

Vines betokening crudities books 2; thapt. 5. 

FVrines deceining p. 45. + 


— — 


Women hauing their flowers or with child whether fit 
for letting bloud p.77-79. 


Women with flowers ſuppreſſed p. 99+ 
Wombe inflamed. p.37.100. 


| : Y 


| Yellow and thinne bloud p.21. 114+ 
| Yellow ianndiſe p-52. 


* Faults eſcaped. 


Page 2. line 22; for 1, Aph.1.rcade r, Aph.z, 

Page 11. line 22. for rough, reade cough. 

Page 71. line 12. forto an ounce and a halfe according; 
reade, to an ounce according &c, 

Page 110, line 2. for eclipſis, reade eclyſes,; 
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